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SYNOPSISOF FACTS: Report off Confidential Informany —_| dated 11/14/41 
reflects subject's attendance at Communist Party head- 

with other members. Report o Yconfidential 

Informant] —_ \dated 11/21/41 stated subject received 


of Confidential In- 
subject's name 
members who are also 
one 


DETAILS: 


dated November 14, 1941 © 
reflects that on the above dated at 1:30 PM at the Comhunist Party office at 
417 Godchaux Building, there were fourteen members in attendance, including 
the subject, during the afternoon. 


Seven Seas Club cards tad been issued in exchange for old KeySlup 
Subject was listed as having received membership card #1616 Seve donated 
$20.00 to the Seamen's Fund arive, which had already gone oyer?th e tap of 
7 their quota of $200.00. / “3 &s & 
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On January 3, 1942 Confidential Informan submitted a 
' list of National Maritime Union seamen who are members of the Communist 
Party together with the information which appears on their respective cards. 
Subject's name appears on this list with the additional information that he 
became a member in 1932, has been issued Seven Seas card #1616, his birth 
place is Chicago, Illinois, and he is thirty-nine years of age. 
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UNDEVELOPED LEADS 


THE NEW ORLEANS FIELD DIVISION: 


At NEW ORLEANS, LOUISIANA will contact the United States 
Shipping Commissioner at Custom House and attempt to ascertain subject's 
present employment. Will récontact Confidential Informants and attempt to 
secure names and addresses of any individuals who might have some additional 
information relative to subject's Communistic activities. 
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fee THIS CASE ORIGINATED AT New Orleans 2 Las FILE NO. 100-3308 WH { 
/ REPORT MADE AT DATE WHEN MADE PERIOD FOR REPORT MADE BY 
yy WHICH MADE 
New Orleans 7-29-h2 5—16, 17-42 Smith H. Horton 
TITLE : a8) Pas » 7" | CHARACTER OF CASE 


LAWRENCE Sneson, alias LARRY SIMPSON INTERNAL SECURITY - R 


SYNOPSISOF FACTS: Records Lykes Bros. SS Co., New Orleans, indicate subject i. 
last in New Orleans 11-13-41. Records U. S. Shipping ~ ‘ 
Com., New Orleans shows discharge from SS REUBIN TIPTON, 
Baltimore 2-17-42. No subsequent information available i 
concerning subject. Confidential Informants, New Orleans, 
unable furnish information as to whereabouts or activities 
of subject. 


C. 


REFERENCE: Report’ of Special Agent C. M. CURRY, New Orleans, 36-42. 
DETAIIS: At New Orleans, La, 


— 
Mr. B. F, THOMPSON, Personnel Division, Lykes Brothers Steamship Fines, 
925 Whitney Building, advised that their last record of subject was Novembersi2, 
1941, subject sailing on the SS REUBIN TIPTON from Mobile, Ala., to NewsQrlgans ’ 
leaving here on November 13, 1941. 


S 

Mr. E. J. DREVIL, Clerk, U. S. Shipping Commission, Custom - Hole, advised 
their last record of subject was when hehleft the SS REUBIN TIPTON at Baktindre, Md., 
February 17, 1942. Mr. DREVIL advised that they have no further record of Subject. 
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records of the U. S. Shipping Commission office: 


Ages , 38 (1941), born in Illinois 
Height: 5t6" : 

Complexion: Fair 

Hair: Brown ; 

Relatives: an _ Father, JOHNVSIMPSON, 550 W 


Kirkland, Wash. 
Certificate of Identification #71411 


CLOSED 
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. 20th Street, 
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Ferm No.1 


Uf THIS, CASE ORIGINATED AT NEW ORK, NEW YORK : NY cneno. 10066341 BEO 


E B. SIMPSON, with alias: 


impson 


DATE WHEN MADE PERIOD FOR REPORT MADE BY 


WILLIAM F, HIGGINS, JR. 


WHICH MADE 
10/30/44 10/12,16, 1g, 


20 523 5 Qty bbe 


CHARACTER OF CASE 


SECURITY MATTER ~ C 


SYNOPSIS OF FACTS: 


DETAIIS: 


Subject is an able-bodied seaman, #Z-71411; resides 
at 550 We 20 Ste, NYC. Subject a member of the 
Commnist Party; has Membership Book # 31036. Born 
4/11/02 at Chicago, Ill. Subject was convicted of 
high treason in Berlin, Germany 9/28/36 and sentenced 
to 3 yrse 


oC 


This case is predicated upon the receipt of information 


from Confidential Informant T-1, who advised that the subject, as 


07 ENN aa 


LARRY SIMPSON, is a member of the Communist Party and that he has 
1944 Membership Book Number 31036 and is a member of the Water- 
front Branch of the \Commnist Party in New York City. The Men- 
bership Book is dated November 9, 1943. Subject is described on 
this registration ‘as male, white, , age 41, eleven years in the Pa 
employed as a seaman in the marine, industry, a member of the A.F. 
of L. and the C.I.0., and his national origin was given as Ameri- 
can. It was indicated that subject was not a club subscriber to 
the Daily Worker. 


Information received from the War Shipping Administra- 
tion reflected that a LAWRENCE B,. SIMPSON of 550 West 20th Street, 
New York City, an able-bodied seaman on the vessel SS HORACE 
WILLIAMS, had Certificate of Identification Number Z-71411, His 
Social Security"Number is 086-16-2659, and he gave as his bene< 
ficiary JOHN OSYSTUPSON, Kirkland, Washington, his father. 
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The records of local Draft Board 19, 250 Highth Avemme, New York 
City, indicated that LAWRENCE B. SIMPSON, 55QWest 20th Street, New York City, 
Order Number 10100, was born on April 11, 1902 at Chicago, Illinois. He is 
a citizen of the, Jnited States and gave'ags the person who would always know 
his address JOHN}SIMPSON, Kirkland, Washington. At the time of his registra— 
tion he was empldyed by the LYKES BROTHERS STEAMSHIP COMPANY of 17 Battery 
Place, New York City. He advised that his education consisted of four years 
of high school and om year at the Washington State College, where he spec— 
dalized in electrical engineering. The records reflected that subject has 
been an able-bodied seaman since 1920 and that his average earnings are 
approximately $100 per month, He is also licensed as a 3rd Mate. His 
Selective Service file reflected in subject's questionnaire that he had been 
convicted for the crime of high treason on September 28, 1936 in the People's 
Court, Berlin, Germany, and was sentenced to three years. Subject was classi- 
fied 2 B(H) by the Iocal Board on June 10, 1944. 


Neighborhood investigation at 550 West 20th Street, New York City, 
was condicted with negative results as to the activities of the subject. 


Subject's description, as obtained from the records of the War 
Shipping Administration and from his Selective Service file, is as follows: 


Name LAWRENCE 'B. SIMPSON, with alias: 
larry Simpson 
Residence 550 West 20th Street, New York City 
Race White 
Sex Male 
Age 42 
Date of Birth April 11, 1902 
Place of Birth Chicago, Tlinois 
’ Height 5t6n 
Weight 150 lbs» 
« Byes Blue 
Hair Brown 
Complexion Tight 
Social Security Nos 086~16~8659 
Seaman's Number Z-' 
Characteristics Slightly hard of hearing. 
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CONFIDENTIAL INFORMANT 


The Confidential Informant mentioned in the report of Special Agent 
WILLIAM F. HIGGINS, JR. dated October 30, 1944 at New York, No Ye is as follows: 


Ds Tals: Information received from a highly confidential and reliable 


source, which information was made available to Special Agents 
JEROME M. GARLAND, A. ROBERT SWANSON, J. LEWIS AMES, WILLIAM H. 
HARPER, and WILLIAM D. DUNNE on April 27, 1944 


- - | a2 as 
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RNB: fj : - 
1L00-81544 : 
SAC, New York December 22, 1944 ; 
John Edgar Hoover, Director, Federal Bureau of Investigation 4] 


LAWRENCE B. “SIMPSON, with alias 
Jarry Simpson 
‘SECURITY HATTER ~ C oe. Ps 


here are enclozed for your information in connection with the 
above captioned subject copies of the reports of Special Agent C. #. Curry, 
dated Narch 6, 1942, at Rew Orleans, Louisiana, and Special Agent Saith A. 
Horton, dated duly 29, 1942, at Sew Grieans, Louisiana. 
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_ Office Memorandum * UNITED STATES GOVERNMENT 
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TO : Director, FBI ae DATE: September 14, 1948 { 
Att: Identification Division ’ 
FR 7 OAC, New York : i 


SUBJECT: LAWRENCE iC rsivscis WAS. 
SECURITY MATTER - C . 
In view of the’ subject's past membership in the Communist Party, and 
his employment as a seaman this office is endeavoring to ascertain his present 
whereabouts and activities. ; : 


Previous communications from the Bureau indicated that as late as 
April 2, 1945 the subject was listed as the Second Mate of the SS T.#. MITCHELL 
and passessed permanent certificate of identification #Z-71411. 


: It is requested that appropriate checks be made with the Bureau 
of Marine Inspection and Navigaticn to determine the subject's present employment « 
and residential address. ae 
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SAC, New Yori : October 12, 1948 
Director, FBI ; f 

ay LAWRERCE B, SIMPSON, HAS, ve 
a SECURITY MATTER - c RECORDED - wl 


‘a : Your file W90-' 9) yes off. “A - 


Reurmemo 9 ptenber 14, 1948. 


Please be advised that on a 14, 1945, under caption, Section 28 
(Waterfront Section ), Comminist Party, U. S, A. Internal Security ~ C, Your file 
#100-34632, the Bureau directed a letter to your Office on Lawrence B. "simpson, 
#2-71411, Since signing off the SS T. E, Mitchell, June 4, 1945, there is a record 
of ten completed voyages and these are set out on the ‘attached sheet, On August 17, 
1948, at Philadelphia, Simpson signed aboard the SS Charles Tufts as chief mate,” 
This vessel is bound for.one or more ports in Europe or Northern Africa, voyage not - 

| to exceed twelve months, This. vessel is owned ye the Prudential Steamship Corporation, 
17 State Street, New York City. - 


: The files of the Yar Shipping Administration reflect that he is registered 
with Local Board #19, New York City, and last signed shipping articles November 13, 
1945, May 1, 1946, and June 13, 1946. 


A A transcript of this individual's record, #FBI~1210500, is enclosed, 
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HAME OF VESSEL 


| $87. B, AITGHELL 


MITCHELL 
MITCHELL 
EYE 

SS CHARLES TUFTS 
8S CHARLES TUFTS 
8S CHARLES TUFTS 
an 
SS CHARLES TUFTS. 


$8 CHARLES TUFTS 


$8 CHARLES TUFTS 


PO tear eae es cee 


. 


SEA SERVICE RECORD OF 
LAWRERCE B, SIMPSON 


RATING OF DATE ARD PLAGE 
SEAMAN, OF ENGAGEMENT 
Second June 5, 1945 
mate New York City 
Second August 30, 1945 
officer New York City 
Second November 13, 1945 
nate: New York City 
‘Chief _ Bay 2; 1946 
‘ mate ‘ New York City 
‘Chief- June 17, 1946 
nate ; Boston 
Chief Hovember 20, 1946 
mate New York City 
Chief December 11, 1946 
, mate Galveston 
Chief February 12, 1947 
mate New Orleans 
: Chief January 8, ‘1948 
mate : Baltimore 
Chief z March 5, 1948 
mate Galveston 


DATE AHD PLACE 
OF DISCHARGE 


fugust 16, 1945 
New York City 


November 12, 1945 
New York City 


February 11, 1946 
Baltimore 


June 14, 1946 
Hew York City 


November 13, 1946 
New York City 


Decenber 10, 1946 
Gaiveston 


February 11, 1947 
New Orleans 


Yay 16, 1947 
Philadelphia - 


Harch 4, 1948 
Galveston 


April 26, 1948 
New York City 


_ Foreign 


NATURE OF VOYAGE 
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4 FEDERAL. BUREN OF INVESTIGATION 
7 NOTION arED AT NEW YORK NY FILE NO. 10066942 MEW : 


REPORT MADE AT DATE WHEN MADE PERIOD FOR” "| REPORT MADE BY 


575 512310/19 EUGENE R, HARRELL 
MAR 3 ~ 1949 are 


oe f, aa CHARACTER OF CASE 


LAWRENCE. B. SIMPSON, wase SECURITY MATTER -C 


SYNOPSIS OF FACTS: Subject, an hates ae was - diprioned in 
Germany for 18 months for Communist activity in 
-1936,. On his return, subject was/given a 
testimonial dinner by WILLIAM Z and other 
key figures of the CP. Sub je G Wrote a pamphlet 
on his imprisonment and gave “several specc ios 

. throughout” the countrys” “‘Siibject imprisoned\in ~~” 
Rio dé Janéiro in late 1937°f or suspected Comliur 
activity, but was released after 24 hours detentions 
Subject was listed in 1936-37 annual report of ‘the 
International” Labor Defense as a member of the \ 
National Advi sory: jard of that organization. 
Subject in att e at testimonial dinner for™ 

‘2ABETH GURLY “PLYNN for the benefit of the : 
4tizens Comittee to Free EARL BROWDER in February, 
19425 Subject held 1944 CP membership book #92036e 
Presently employed by the Prudential Steamshi p Corpes 
17 State St., NYC, where he receives his A 


& 


P. 


The files of the New York office were reviewed 
and reflected the following information concerning 
the subject: 


 ¥a,a clipping from the New York Herald Tribune 
datélined, "Berlin, 12/1/36", the subject was 
; pa aie abn year old American Seaman 
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who was sentenced to three years in jail by the Peoples Tribunal in Berlin on 
September 28th following his conviction on charges of subversive activities. 
The account stated that he was to be released December 20th through the clemency 
of Chancellor Adolph Hitler, SIMPSON, it was stated, would be turned over to 
American authorities with the understanding that he would be sent back to the 
United States by them, Under atechnicality of German law he was to be ton 
parole" for five years, although the provision would have no meaning as long as 
he was not on German soile Since, at the time of the trial, SIMPSON had passed 
fifteen months in concentration camps and prisons, on the day of his release 

he was to have been in custody nearly eighteen months, SIMPSON appealed through 
‘legal channels for a pardon and his appeal was supported by both the American 
Embassy and the Consulate Generals The pardon granted was virtually a result of 
that appeals : 


In an investigation of BENJAMIN CHA’ OSSET, Mr, ATHAN COSMOS, 
of the Radio Station WQXR, Maspeth, Long Island, gave, the following information: 


He stated that ROSSET was arrested in lisbon during 1936 or 1937 
for distributing Communist literature and that ROSSET was "an open Party-liner". 
He further stated that ROSSET formed a Committee to extend a welcome to LAWRENCE 

Ay SIMPSON, Commmist Seaman, on his return to New York City, after being interne 


— 


in a German Concentration Camp for distributing Commnist literature in Germanys 


| The “Daily Worker" in its edition of January 6, 1937 carried 
several photographs of the subject, one of which was captioned, "EARL BROWDER, 
General Secretary of the Commmnist Party Greets SIMPSON, a Member of the Party, 
ae Justified Pride, Looking on is asa ON, Waterfront Leader of the 
arty" ; : 


The paper further carried a write-up of the meeting at which the 
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subject was to speak on January 6, 1937 and listed the aforementioned persons as 
speakerse .Proceeds of the meeting were to go to the Joint Mariime Strike Council 
for the benefit of striking seamen, 


“Inthe same issue of the "Daily Worker" EARL BROWDER wrote an 
editorial with SIMPSON-as the subject, in which he praised that individual for 
his fight against "Nazi Fascism" and welcomed himback to the United States. 


In a pamphlet obtained from Mr. ERNEST SPOLLHOLTZ, who had been 
acting as an investigator for Captain JOHN B. TREVOR, of the Sons of the American 
Revolution, the following information pertaining to the subject was revealed: 


: -A leaflet advertising a meeting on January 6, 1937 at the Ste 
Nicholas Palace, New York City, to greet LAWRENCE B. SIMPSON, an American Seaman, 
and member of the S,U.P.,’ who was returning to the United States aftereighteen 
months in a Nazi Prison. This meeting was under the auspices of t ternational 
Labor Defense, +: t Maritime Strike Council and the pRational Comittee for 
the Défense of Polltical Prisonersy—The Speakers, in addition to SIMPSON, weré™ 


‘to-be-JOSEP and FERDIN. SHITH, members of the Joint Maritime Strike 
Council; AMON, Acting National Secretary of the International Labor Defense; 
GIFFO 


Prisoners, and lastly, Congressman V. ANTONIO, The Chairman was to be 
ANDREW Re {NEWHOFF , the New York State Secretary of the International Labor 
Defenses 


OCHRAN, Secretary of the tape tasoaon, for the Defense of Political 


Pamphlets purchased by SA GEORGE J. STARR on March 12, 1937 at 

the Workers Book Shop, New York City, ey ‘ined the following information: 
\ 

A pamphlet entitled, "Thef/Blessings' of Fascism" carried a 
description by LAWRENCE B. SIMPSON of thé eighteen months which he had spent in 
Nazi prisons, The pamphlet was published by the National LAWRENCE SIMPSON Tour 
Arrangements Committee of 156 Fifth Avenue, Room 534, New York City. The purpose 
of this pamphlet was to build up interest in the tour which SIMBSON was to make 
to tell his story to the people of America, He related his speeches in this 


.pamphlet and described in great detail the activities of the German police in 


dealing with prisoners, SIMPSON referred to himself in this pamphlet as being a 
Communiste 


The "Daily Worker" in its issue of December 17, .1937 carried an 
article entitled, "American Seamen Reveal Nazi Links to Bargas Regime After 
Their Arrest in Rio de Janeiro by Secret Agents." The article went on to 
relate that two American seamen had been listed as crew members of the Munsing liner, 
Pan-Americas SIMPSON told reporters of the "Daily Worker" that he had been appre- 
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hended as soon as he left his ship; that he was questioned by police from 
a file of his record which had been sent from Germany. The crew of the ship 
sent a letter of protest to Secretary of State HULL, and also protested the 
seizure of copies of "The Pilot", official publication of the NMU. These 
publications were seized when the quarters of the two arrested seamen were 
searched, SIMPSON was held overnight, brought back to the police, and after 


the police had warned the Master of the Ship not to let SIMPSON ashore in 


Brazil in the future, he was allowed to go free, 


By letter dated April 12, 1941 the Seattle Office informed 
the New York Office that on January 11, i938 information was received from the 
Police Department at Bellingham, Washington, /to thereffect that press reports 
set out that the subject, a Commmist seaman of “Kirkland, Washington, had 
been recently arrested when the ship on which ihe was frorking docked at Rio’ 
de Janeiro, Brazil, ‘Investigation concerning SIMP was conducted by the 
Police Department at Kirkland, Washington, without: reflecting any information 
concerning his subversive activities. 


The Police Department eerese that the subject's parents, who’ 
resided at Kirkland, Washington, receivéd a card from him at Christmas, in 1940, 
which was postmarked at New Orleans, Las 


SIMPSON's brother was interviewed by the Police Department, 
and he stated that the subject seemed to forget his Commnist activities after 
his arrest in Brazil a few years agoe 


On ‘April 10, 1942 Confidential Informant T-3 advised that 
the 1936-37 Annual Report of the International Labor Defense, a Communist Party 
defense group, listed the subject as a member of the National Advisory Board of 
the International Labor Defenses 


‘ On March 2, 1942 Confidential Informant T2? furnished the 
following information concerning the subjects 


ae 


NY 100-66341 ; 
On February 28, 1942 a testisionial dinner was given for 

ELIZABETH GURLY FLYNN by the Citizens Committee to Free BARL BROWDER at the 
Aldine Club, 200 Fifth Avenue, New York City. There were no "rank and filers" 
present, it was a gathering of Party leadership, professional leaders of trade 
unions and intellectuals. One of the speakers at this testimonial dinner was 
LAWRENCE SIMPSON. A photograph of SIMPSON in attendance at this dinner was 
published in the "Daily Worker" of February 29, 1942, and same is being 
incorporated in the exhibit section of this filee 


By letter dated August 20, 1943: the New fees Office advised the 


Maina0n, Office that during the course "of an interview with CHARLES WILMONT 
BU. 


LION, who is a subject of a case in the New Haven Office, BULTON 
furnished the following information concerning the subject: 


The Subject, with whom BULTON had sailed on the SS Manhattan, is 
reported to have spent some time in a German Concentration Camp, While aboard 
the SS Manhattan, he was known~to read and speak German, He carried anti- 
German literature, suck asp Dom With Gernapy" » » and is said to be strongly 
affiliated with the Commnist Party in New *ork Citye 


Confidential Informant T-1 on April 27, 1944 advised that 
LARRY SIMPSON, age 41, white, American-born, held 1944 Communist Party membership 
book #31036. 


Duriag: a investigation conducted by the Penh scadegs and 
Naturalization Servis s learned that the subject's name appeared on a 
list held by Mr. vicToe CAMPBELL, a member of the Waterfront Section of the 
Communist Party, from {934 je 19hbe The subject was listed as follows: 


M LAWRENCE-STUPSON-2ong record in Party. Imprisoned by HITIER for 
Communist Party organization in Hamburg, Germany, Commnist International. 
State Department should have information on hime Probably U.Secitizens" 


Sp 
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Mr, HILL, of the Prudential Steamship.Company, 17 State Street, 
New York City, on October 20, 1948 advised that the subject is at present” 
aboard the SS Charles Tufts; that he has been employed by Prudential since 
1943; that he has continuously listed his home address as Kirkman (believed 
to be Kirkland), Washington. He has listed his father. as his next of kin, ° 
and receives ali his personal mail through the Steamship Company at its New 
York City address. Mr, HILL advised that the company has at its disposal 
the present whereabouts of the subject at all times as long as he remains 
employed by that companye 


~PENDING 
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NEW YORK 

At Hew Tai New Tee : IAL?) - (D) 

wana check all available confidential informantsand other sources, 
particularly the Bureau of Special Services and Investigatio New York 
City Police Department, the Office of Naval Intelligence and in an 
effort to determine the extent of his current activities in the Communist movement, 


JeeHeneHEEe 


One copy of this report is being designated for the Seattle Division 
for its information invview of the apparent permanent residence = the subject 
in that areac 


Jas 
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NY 100-66341 


CONFIDENTIAL INFORMANTS 


The confidential informants mentioned in the report of SA EUGENE 
« HARRELL dated March 3, 1949 at New York are as follows: 


T.2 


oe 


ae - 
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A highly confidential and reliable 

source having access to the apartment " 

of JAMES SCOTTY MILLER and MARGARET BAILEY 
MILLER at 324 West 24th Street, New York City, 
on April 27, 19446 


The report of Confidential Informant J, MORRIS 
dated March 2, 1942 at New Yorke 


Office of Naval Intelligence, Third Naval 
Districts , 


60 -(15 4 f- & . 
5, __ SAC) Wow York April 22, 1949 
BS? py Director, FBI 
2 
Soc 
375 LAWRENCE B. STEPSON, was 
2 SECURITY MATTER - C 


Your file 100-66342 
Bureau fllo LOO*51544 ee ed eRe 


Reference is mide to the report of SA Bugene hk. Harrell 
dated Harch 3, 1949, at Hew York. You are requested to submit 
Porm FD 122 recommending a Security Index card on this subject. 

Thereafter you showld coiplete the investigation end 


submit a report reflecting any furthor information obtained , 
concerning subject's activities. 


FCZ:tg iy 


Toleon. 


ee w APR 221949 PM. 


Gurnee ww FEDERAL BUREAU OF INVESTIGATION 
U. 8. DEPARTMENT OF JUSTICE 4 f.- 


gUSESESEEEENSS 
: 


Te ier Roott 
Senne al 
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| . FEDERAL BUREAU OF INVESTIGATION WT 


Form No. 1 
THIS CASE ORIGINATED AT 


NEW YORK ny "= N° 1090-66341 AMV 


REPORT MADE AT ~ DATE WHEN MADE & FOR REPORT MADE BY 


NEW YORK | 5/9/49 sn CLARK L. NEWTON 


TITLE DB 9 CHARACTER OF CASE 


aS 
LAWRENCE B. SIMPSON, wa:ie SECURITY MATTER - C 


SYNOPSIS OF FACTS: 


Subject reported active in Waterfront section of 
CRE7in 1942. Informant advised subject. has not 
been heard of in the Waterfront Section for a 

long time. N as a Communist member of the ILD 
in 1939 by ITLOW. : 


Bureau file 100=81544. 
Report of SA EUGENE R. HARRELL, New York, 3/3/49e 


On October 17, 1939 BEN GITLOW, former Executive 

Secretary of the Communist Party of the United States, 
testified before the Dies Committee that the subject 

was a member of the National Committee of the International 
Tabor Defense and was a known Communist. 


Confidential Informant T+]. advised tmt at a meeting 
of the Waterfront Section of the Communist Party on 
April 8, 1941 subject stated that his assignment aboard 
the SS REUBEN TIPTON was to break down the "all aid to 
Britain" program and to educate the men in Communism. 
T-1 added that at a meeting of the Waterfront Section 
of the Communist Party on February 24, 1942 the subject 
donated $25.00. 


OSURE | 


4 APPROVED AND 


FORWARDED: bo NOT WRITE IN THESE SPACES 


ss 


é 
<. f 
coptrs oF THis REPORT’ £, 77 hy ey c 


Zt (Ze SL 7 
&) Bureau 


{Sibi king © 
Ll Capt. C. R. Woodson, ig "es ° 


1 Seattle (Info.) y . Py, cu 
‘3. New York , & a7. 
5 ae peli ‘PRINTONG ae ; 7—2034 ee . 
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f 


On April 13, 1949 SA FRANK J. NOWLAN contacted Confidential 
n ho advised that subject has not been active in the Waterfront 
Section for a Long t: and has seemed to have dropped out of everything. 
Informant added that subjétt.was very deaf. : 


The following Co 


ential Informants advised that subject 
was unknown to them: 


Confiden: 


Confidential Informant T-2 had no information not presently 
included in instant file. 


- CC LOS ED - 


ata 
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NY 100-€6341 


CONFIDENTIAL INFORMANTS 


The following Confidential’ Informants were mentioned in 
the report of SA CLARK L. NEWTON, at New York, dated May 9, 1949 


T-1 Bureau of Special Services and 
Investigation, New York City Police 
Department. 

T-2 : ONI, New York City 


The above informants have been given temporary ‘symbols 
to further protect their identity in view of the information supplied. 


—}e 
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NY 1009-66341 


ADMINISTRATIVE DATA 


A copy of this report-is being furnished to the Seattle 
Office singe subject has given Kirkland, Washington as his home. 
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Federal Bureau of Invrstination 
Untied States Aepartuent of Justice 
New York, New York 


IN REPLY, PLEASE REFER TO 


PILENO. May 9, 1949 


Director, FBI Peas : 7 / 


LAWRENCE B. SIMPSON, wa:i. 
RE: SECURITY MATTER. ¢ 


Dear Sir: 
*, 
It is recOmmended that a Security Index card be prepared 
relative to the eee sale below: 
t. 
Name : LAWRENCE,B. Simpson 1” AA, 
~ Aliases: Larry”Simpson 


Sig4 
2 Nop 


Residence Address:c/o John Simpson, ea peas 
Nn 


3 


Business Address: Prudential Steamship came, 3 % j susfenes 
New York City 


—_X___ Native Born . Alien Fer re Naturalized re 
x Communist . German Miscellaneous 
Fascist (Italian) __..__ Japanese we 
‘ 3 
CLOSUR! 
Date of Birth_-_4/11/02 EN 
’ Place of Birth_Chicago, Tl. LEE we fs 

Entered U. &. terns at, : | Ze a 8/5 ae 
Naturalfzed (date) "RECORDED ‘- 119 re 
Naturpiized (place and ees & MAY 1221949 


1 | “isi 5a EXz AS 


C Enes+ 6 . ‘Very truly yours, 
“gi a, pei Oe ca CML 
al f sy | EDWARD SCHEIDT £ B J 7 Od 
374 sac * See ay a is aia 
lie ae j 


100-66342. 


Adie a BECEIAE, 
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= FF 


. oe 
“STANDARD FORM NO. 64 o™ 


Nk 


i 


ap Onfice Memorandum - UNITED STATES GOVERNMENT 


TO : Director, FBI 


USAC, New York 


T: LAWRENCE » SIMPSON, wa . 
SECURITY MATTER - C 


DATE: May 95 1949 “o) 


Reference is made to the. réport of SA CLARK L. NEWTON, 


at New York, dated MAY 91949 ° 


- Investigation at New York has shown that subject is not 


presently active in the Communist Party. 


However, it is felt that in view 


of subject's past activities and his employment in a vital industry, a 


security index card should be prepared. 


A copy of the above report is being sent to the Seattle 


Office as the subject claims Kirkland, 


Washington as his home but since 


_the subject is almost constantly at sea, with his home port at New York 
‘City, no recommendation is being made for a change in office of origin. 


_ hatha” 


7“ 3 


| art | 


CLIN :AMV 


100--66341 Q cCORDED - 19 

Mage & 5 

i aes, 

4 Ip " 
/ f f 

i ye Tn wy 

. . ay, “4, 
Bg Jun 131949 . 


VE O2: a Daf 
3 UN LL Lat as 


ey 
ee 
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100-815) June 17, 199 “CONFIDENTEAL- 


Special Agent in Charge 


NER SOE a RE; SECURITY MATTER | 
Dear Sir: s 
Please be advised that a security index card has been prepared at 
“the Bureau, captioned as. follows: s 
SIMPSON, LAWRENCE B. NATIVE BORN : COMMUNIST 
Simpson ‘ . a eee 
ipa 
Res - c/o John Simpson : n t 
y Kirkland, Washington : ; a” & 5 
‘ 7 a - : eke ne Hy 
Bus - Prudential Steamship Company : . “ 
17 State Street . , & 


: ¢ '- New York City, New York... 


The above caption should be checked immediately for accuracy agair 
the information contained in-your.files, and the-Bureau should be informed : 
any discrepancies. You will prepare without delay a 5" x 8" white card cap: 
tioned as above and reflecting your. investigative case file number for filin 
in your Confidential Security Index.Card File. In the event the above captid 
is not correct, the card you prepare should be correctly captioned, and the 
Bureau should be informed of the correct caption. 


The caption of the card prepared and filed in your Office must be 
, kept current at all times and the Bureau’ inimediately advised of any changes 
made therein in that connection. 


eison___ MET: jd — fee, Very truly yours, |oo-Le er. 
— SegTiON | %<,, \. Se. Merve ee if 
‘John ie — os) i 


JFRES ER RRERRER 


FEDERAL BUREAU OF INVESTIGATION 
U. 8. DEPARTMENT OF JUSTICE - 


~ 3 oN 
ey : a 
United States Department of Justice 
Federal Bureau of Investigation 
Mr, Tolson. 


New York 7, New York Mr. Ladd. 


as ‘Mr. Clogg. 

Mr. Glavin. 4 

‘ur, Nichols. 

June 28, 1949... 
| Sk Norge 

Director, FBI Fz : . ‘ye aj Nir. Kathe 

: mae, fe Mr. Mohr... 1 5 


nv ~ p- Tele, Room. 


Mr. Noase. 


: ; t 
f “ 
LAWRENCE B, “SIMPSON, wa, re toa f 
fe 


SECURITY MATTER - ¢ 


=e 

2 

Dear Sir: > = 
= ~™ 2 


faa) a 
For the information of the Seattle Division, it isto 
be noted that this office in accordance with instructions from thé? 
Bureau has prepared a Security Index card on the subject ogp tionedtas 


follows: m 
wel aS 
"SIMPSON, LAW HB. NATIVE BORN = COMMUNES? 
alias: Larry~Simpson ti “ 
c/o John Simpson 
Kirkland, Washington (Res.) N 
>. co 
Prudential Steamship Company r Q- 
17 State Street XN. 


New York, New York (Bus .) Ge: 
It is suggested that in view of the resident address of pr 
the subject, the Seattle office should also prepare a Security Index 


card on him. Because of his employment in vital industry, this office 
has tabbed the subject's Security Index card for priority attention in 


the event of an emergency. 
Bie truly ee y oe 


cc: Seattle CH 


ec: NY 100-6634 : ~ 4 RE 
; B “hay § 2 > ooroen * 
IMP:MIF ip 7s . A JUN BO4949 
100-90737 - fod & 
Gp, 
&e Wy 


63 JUL29 1949 
5 


Eleanore ee 
" m, Nip £150 t- c 
2D 
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es S 
Offic Memorandum ¢ UNITED STATES GOVERNMENT 
7, 
bv 


ze * DIRECTOR, FBI , ee 
2 . July 8, wee 
* SAC, SEATTIZ. - 


SUBJECT: 1 AWRENCE Ba Cusa, Wa. orl 
SECURITY MATTER - C 
Bureau file 100-81544 ; ; 


Re NY letter to the Bureau dated June 28, 1949, in captioned case, 
instructing the Seattle office to prepare a Security Index card on subject - 
in view of the fact that his resident address is in the State of Washington. 


STANDARD FORM NO, 64 


This is to advise that a Security Index card has been prepared on the 
subject and the same has been tabbed COMSAB. 


It will be noted that New York remains the office of origin. 


xt / 
CHD/hg FAY 


100-19368 


B/S/T 
3t it 12 Kas 


. X-19 
SS 60uuLgy 1949 
So. a 
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‘STANDARD FORM NO. 64 
‘ 


Office Memorandum + unre stares GOVERNMENT 


jo ? Director, FBI . SATE: . 
tata, SAC, Seattle August 31, 1949 
SUBJECT: LAWRENCE B. SIMPSON, wa. Sa 
SECURITY MATTER — C bed 
- Bureau file 100-81544 | Gl | 


This is to advise that the Security Index car ch naintagmed” Pon 
in the Seattle Divisici? has been tabbed 


the above-captioned subject 
aD 7 
both COMSAB and DETCOM. i Peet ~ Qh 
a > SO 
a. 2 8 
te) wt rr 
— z-2 o 
aie ae 
CEP /hg aad S 
100-1313 
a Oi 
Joo-3)v Ld i 
RECORDED - 65 | A= 2 Ea | 
SEP 9 1949 


DE-INDEXED 23 i Va 
DATE; 2-73-58 Oe 8 EGO. 
20 ee i SECEN,. ‘ 


BU SEP 231948) 2 
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‘STANDARD FORM NO, 64 


“GOVERNMENT 
TO : Director, FBI r DATE: January 9, 1950 
va SAC, New York 
ECT: LAURENCE SIIPSCH, wa 
SECURITY MATTER - C 
(Bufile 100-81544) 


Relet Seattle to New York dated Detember 2, 1949 indicating 
that a Security Index card is being maintained in the Seattle Office and 
requesting a photograph of the subject, 


It will be recalled that SAC letter #97 dated October 19, 1949 
put an end to the practice of maintaining Security Index cards in 
auxiliary offices. New York has been maintaining a card on the subject 
on the basis that he is employed as a merchant seaman by a New York con 
shipping concern. ; 


Since it is noted that the home address of the subject is within 
the Seattle Division it is felt that Seattle should be the office of 
origin. Accordingly, FD 128 is being executed designating Seattle as 
the new office of origin and transmitting pertinent serials and photographs 
to that office. New York will no longer maintain a card on the subpct. 


ec: Seattle VA 


: Rate JAN 1.0 1950 

TRB Fr gtgeue 

| P wneud con ou 
OBUAN ole eH eI] Ta YW ap 


a : BECEIAED 


Be nd Sea Jo eine: ees ee ee ee 
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. FD-128 
(10-19-49)> 


Office Memorandum +» onrrep states GOVERNMENT 


“eS 


TO : Director, FBI DATE: 1-9-50 
SAC, New York 


LAWRENCE 1 Csacaan wa, 
SECURITY MATTER - © 


KR ' Bufile #100-81544 : 

The captioned individual has been the subject of a security investi- 
gation by this office, The Seattle Division has verified the perma- 
nent presence of the subject in its division as residing and working at the 
addresses listed below. The Seattle Division is being considered 


the new office of origin. 


Residence Address: _¢/9 John Simpson Ky y ed oa 


Kirkland, Washington Gee so 
Business Address: Prudential Steamship Company i hot 
17 State Street , ra 


New York, New York 
Check the following applicable statements: ane 


This individual has been the subject of a cofimull st Spey Card, } 
This individual is the subject of a Security ‘Indéx Gards? -u “3 
(The Bureau is requested to make the appropriate, chan egzinSthe:= 
Security Index at the Seat of Government. The _—Sé@tle 8 ee 
Division should affix the addresses reflectednabove tad the im 
appropriate case file number, ) 
This subject was tabbed for Detcom. = 
This subject was tabbed for Comsab. = 
This subject was carried as a Key Figure or Top Functionary. 
Handwriting specimens have been furnished.to the Bureau. 

A photograph has been furnished to the Bureau. 


MP 


fs 


The following pertinent items are being forwarded to the new office of origin 
with-its copies of this letter: | 


2 ‘Security Index Cards with photo%f subject 
a nF 
Serials (specify) 2 photostatig , copids of epdltE of SAC, M. CURRY 
dated 3-6-42 at New Orleans; 2 hotostat bMéépieass ‘of repert of SA SMITE H, 
HORTON dated 7-29-42 at New Orleans; ljjcopy of yepdrs of SA WILLIAM F, HIGGINS, 
Jr. dated 10-30-44 at New York; 1 copy of finge erprint Yecora received fron Bureau 
dated 10-8- 48; 2 copies of photograph of sub Jeet and. his handwritten signature 
obtained from U.S.Bureau of Marine Inspection & Navightion; 1 photostatic copy of 
photograph of subject and accompanying news* as ae ee Worker} yef 2-29-42. 


UMP: MIF * Ree 
: Jeger awansasn’ sam Spe 
EX- 37° 
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ie , . FD-128 


(10- 19-49) 


OY | 
Office Memorandum ¢ UNITED. STATES GOVERNMENT 


DATE: 


IA TO .* Director, FBI 
ne, ; “April 20, 1950 


SAC, Seattle 
SUBJECT: LAWRENCE B. SIMPSON, wa. 
SECURITY MATTER - C 
Bureau file 1100-81544 Mie Nh ae 


The captioned individual has been the subject of a security invéesti- 


gation by this office. The _ New York Division has verified the perma- 


nent presence of the subject. in its division as residing and working at the 
addresses listed below. The New York Division is bei#g considered 


the new office of origin. Sz; = : 
. sch} 2 3 
Residence Address: 6 West 56th Street. Apt. > sak 
= = 
New York, N. Y. 3 ww), eed, 
v" m 


9 


SL Na! 
OG. HY 


Business Address: __ Unemployed 


Check the following applicable statements: 


_X. This individual has been the subject of a Communist Index Card, 
x This individual is the subject of a Security Index Card. 
: (The Bureau is requested to make the appropriate changes in the 
Security Index at the Seat of Government. The _ New York 
Division should affix the addresses reflected ‘above _and: the 


appropriate case file number, ) SS os 
This subject was tabbed for Detcom. Py Ls 


This subject was carried as a Key Figure or Top Functionary.:. 
Handwriting specimens have been furnished.to the Bureau. 


x 
x This. subject was tabbed for Comsab. an a 
ee A photograph has been furnished to the Bareadys ou 


tees i: 
REG pg. 


The following pertinent items are being forwarded to the new office of origin 
with its copies. of this letter: 


ox Security Index Cards 
Serials (specify) New York in possession of all pertinent serials. 
RE “ORdgy |e MO ~ &, 15% 5YY 
‘2D a at 25 25 1980 
JLK, + 
sepa 1950, RUC 
NEW YORK (100-6341 ). Division Anes ) 


x 


“AN 


#y 
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ED Be ee 


STANDARD FORM No. 64 


Office Memorandum + onrrep STATES GOVERNMENT 


TOu* <3 Director, FBI . DATE: September 12, 1930 : 
chan 


—_ 


SAC, New York . Vy 


LAWRENCE Q SIMPSON, was. 
SECURITY MATTER ~ C 
(Bufile 10081544 ) 


f 


The above is the subject of a Security Index Card inthis —~ / 
office. Subject formerly resided at 356 West 56th Street, New York City, 
but recent attempts to determine the whereabouts of the subject have been 
negative. Inquiries at the above address reflect that the subject left 
during May, 1950. ‘ 


Mrs. ELIZABETH WHTPTMORE , 38-25 55th Street, Woodside, Long ° 
Island, advised that her mother had owned the apartments at 356 West 56th 
Street. Mrs. WHITTMORE could furnish no definite information as to the 
whereabouts of the subject, but was of the opinion that- the subject went 
Nout west". 


Seattle is requested to make attempts to determine the where- 
abouts of the subject through_Mr. and Mrs. HARNBIROBERTS, 1201 Market ff 
Street, Kirkland, Washington, who are personkal ‘friends of the subject, A 


and from the subject's Gees KIMBA IMPSON, also of Kirkland, 
Washington. 


RECORDED -37 7 pogo g / yp 
INDEXED : # SEP 13 1959 


ec Seattle (100-1313) 


OE - 3g ae 


Pa 
. a5 
SShov 3 1950 
JPD sBD 


100-66341 ‘ 
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‘STANDARD FORM No. 64 


a 
Office Memorandum 


TO 


a ~ 


UNITED STATES GOVERNMENT 


. 


DIRECTOR, FBI DATE: November 2, 1950 


Grol : SAC, SEATTLE 


SUBJECT: LAWRENCE aes was. 


tay 


(te 


SECURITY MATTER ~ C 
( Bureau file 100-8154/,) 


re, Re New York letter to the Director dated September 12, 1950. 


Mr. and Mrs, HARRY ROBERTS, 120] Market Street, Kirkland, Washington, 
advised that they met the subject in downtown Kirkland sometime in the latter 
part of August, 1950 and that they haven't seen the subject since. They 
are under the impression that the subject was to return to New York and as 
far as they know has returned to New York and that the subject had only come 
to Kirkland to complete some property settlement. The ROBERTS stated they 
would advise the Seattle Office in the event they come into any future 
information concerning the subject, 


Under a suitable pretext the subject was contacted at which time he advised 
that he does not expect to return to New York or to return to sea duty. He 
has decided to “dig in" around Kirkland, Washington and plans to bring his 


' Italian wife and child to Washington State to live. As yet subject has not 


BopEC™ 


completed arrangements to have his Italian wife brought.into this country. 
He stated that his Italian wife is not interested in politics, one way or 
another, 


The subject stated that he has taken no part in "activities" since his 
arrival in Washington and that he has decided to "settle down". 


This information is furnished to the New York Office in order that they 
may sane appropriate action regarding the subject. 


It is noted that the subject is presently residing at the Simpson Rest a) 
Home, N. E, 60th Street, Kirkland, Washington, phone number 22-3677. The 


Subject is presently unemployed, RUC. Rh 
ss 
JEV: fd ey, at 
100-1313 3 
LO . * 
cc: New York (2) ae o «es 
‘ ee > & 
SS pen SiS4Y - JS 
J 
RECORDED Uline i? 
j NOVY. 21959 
5 di 


‘ 


N 
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pe a _ -FD-128 
Ye . . « (10-19-49) 


Office Memorandum * UNITED STATES GOVERNMENT 


Director, FBI ~ DATE: November 27, 1950 


od SAC, New York Card eee 
if LAWRENCE =U stibaor: was, “2 
WY U SECURITY MATTER - C 


(Bureau File 100-8154) 


The capereded individual has been the subject of a security investi- 


gation by this office. The Seattle Division has verified the perma- 
nent presence of the subject. in its division as residing and working at the 
addresses listed below. The Seattle Division is béing considered 


the new office of origin. 


Residence Address: Simpson Rest Home : 


N. E. 60th Street, Kirkland, Washington 


t 


Business Address: _ Unemployed 


Check the following: applicable statements: 


x This individual has been the subject of a Communist Index Card. 
xX This individual is the subject of a Security. Index Card. 


Handwriting specimens have been furnished to the Bureans 
A photograph has been furnished to the Bureau = 


= of 
Security Index at the Seat of Government. The sent Ay 
Division should affix the addresses reflected, sabove ani the _ 
‘appropriate case file number. ) m4 ties 
Xx This subject was tabbed for Detcom. = ra 
"X_. This subject was tabbed for Comsab. 2H a 
aes This subject was carried as a Key Figure or Top! Functighary.:: 


tie 
3 


The following pertinent items are vee eee to the new office of 3 origin 
with its copies of this letter: 


xX Security Index cards’; ; witht “photo. 70 Véz. = -f [BAA /6 
2 gis - 
Serials (specify) ope . pane? ao 28.1950 


\y 
‘SEATTLE IN POSSESSION OF ALL nee SERiALS 


ee 


oO Z&. 
es ae 
2cc:__ Seattle _ Division Cine: )(2) (100-1313) aye 


een 5 1950 ; 
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“7 


so 


back do dé 


2 Se, 


SECURITY INFORMATION 


Chairman, Local Appeal Board, 


1009. Hew ford tafe Bldes fcehed fon USCG through 28 February, 1952 

SEES Seattle 4, Nashington eS 3 fe ps2 ap 

Prom: Chairmen, Local Appeal Board, Seattle, tusbisigton 7 (2) : 

fot Commandant (EVP) ae | 
Subj:  STEPSON, Leurante B. (B47UA21)5. seveoning rapentce) appeal of 2 

Re. song mepIvIMDAL: Lamrence B. Simpson, 2- 5 tas born in Chicago, 


Thlinois, 12 April, 1902. “Us sttended ons semester of college at Washington 

State. He now resides at Bowie #1, Box 217; Hirkland,. Washingt oma where he has 

been roniding for 47 years. He was dented a validated Herchan! riner's Doou- 

ment in Seattle, He has becn going to sea for 30 yoard,, and has held a Harter's 
Ieenge. for 3 years and officer's license for 19 years. He sailed throughout : 
Worla far IT in capacity of an officer of merchant ehips in’ the Horth Atlantic. ‘ 
He 4p presently ina seni-rotired position, Ho was uct represented by counsel, ‘ 
and presented no witnesses on his behalf. Bis hearing was held 4 January, : 
1952, before a Board consisting of Capt, Clare ¥. Barnhart, Hasters, Hatca, & ; 
Pilots Association; John. E. Ritchie, Pacific Haritine Associations and, James 
1. Donahue, acting aa Ghairnan. of the Board.. 


Pe, Ch 

{os 
: ae EEN Fes Tho Subsect was deniAd a validated 
deomnent for the reason that he was reported as being a monbér of the amin 


Re & SCRE 
Party in 1944, and further for the reacon that he vas inardeoned in Gernany and 
Rio De Janciro for distributing Commmist Literature. 


3e. PUAPEMENTS OFF APPEAL? On appeal he stated that he joined the Communist 
Party in San Francisco in 1932 because he considercd that it bad a godution to 
the economic. conditions thea prevailing, and would be of assistance to the work. 
ing men. He remained a nonher of the Party until 1946, and stated that ho left 
the Party because he balleved that it me ino state of corfusion end sas not 


accomplishing ite alma in any respects ap. ho understood thea to be. He doniad { 
“thet ho felt that. the Party stood for the overthrow of thia Goverment. by force. 


Booang | Séfile on Subject 


amé@ violence. Ho stated that ho still believed in the Karl Mare theory of and= 
ustry. His. testimony mia to the effect that he had bean thoroughly indoctrinated = 
into the principles of Karl Yarz., 


be. CUEEIDAR TONS: Ti is the unanimous recommendation of this Board 

that the Subject. individual ghoula still bo concidered a poor scaurity rick, and 
‘should bo denied hig validated document. This vecomendation is made becanss a 
4% 3s Poems that by 9, long acconfation with the Party, the Subject has boon 1 
folly Aootrinated Ste ite principles end policies, and inte the Harsion 

theory of cconomica, Also, the Bourd wos of the opinion thet there was actually 
nothing in the record to: indicate that be hed nade a clean breek from the Party. 
Atteachad, herets, wall be found the recomendations of the individual board mebera | 
with which, this. ‘Chalruen es oN bie 


?, oT 
NOT RECS at 
woethn _ 285 map ne = 7 ~ 


ey UTseaah, 
——o, n is cat yt 


et ee 
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a = SECURITY INFORMATION 


- LAYRENCE B. SE: 


SON 


I recommend that Lawrence 8. Simpson be denied validated seamans papers, 


due to his long association with the Communist Party as a member, and hothing 


definite that he has made a clean break up te-the present time. 


}. 


/af GC. He Barnhart 


LAWRENCH B, SIMPSON 
the basis of evidence contained in Simpson's confi- 


sted some 14 yrs as a CP member, and his admitted 


ree Be #4. 
oy 


in the writings of Kar] Marx, Simpson should be considered a 


present belie: 


s/ J.B. Ritchie 
/ . 


if” Lf 
190-154 


| 
ENCLOSURE } 


NW? 54198 Docid:34406101 Page 40 


fb 


é re 
Ke ‘STANDARD FORM No. 64 . 


SS. oe A 
Office Memorandum + onirep staTES GOVERNMENT 


TO : DIRECTOR, FBI (100-8151) DATE: 
May 26, 1952 
SAC, SEATTLE (100-1313) 
ATTN: IDENTIFICATION DIVISION 
SUBJECT: LAWRENCE V. SIMPSON " 
SECURITY MATTER - GC 


YL es agi Pelt go 


The Seattle Office, under date of August 27, 1951, 
submitted to the Bureau form FD<165 captioned ds above requesting 
the placing of security flash in the file meee | ok F 
Division against the record of LAWRENCE BY SIBPSON, FBI No, 121 500, 
and also requesting that a copy of the“Iddhtification Record of this 
individual be submitted. 


The Seattle file in this case does not reflect that a copy 
of the Identification Record has’ been received. It would be appreciated 
if the Bureau would verify the placing of the flash notice in the 


‘above identified record, and also would supply a copy of the fingerprint 
history. 


EEB/hg a _- #2 4 


ack 


6-§-S mW 


EXPEDITRX PROCESSING 


RCORDED - 4 [00 -F/syy ~/97 
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eee — a (10-19-49) 
Office Memorandum + onrrep sticES GOVERNMENT 
TO ; DIRECTOR, FBI (100-815) DATE: April 6, 1953 


SAC, SEATTLE (100-1323) 


SUBJECT: LAWRENCE sO sainaou was 


SECURITY MATTER - C 
JO ot at a 
The captioned, individual has been ‘the subject of a Security £ esti- 


gation by this office. The Newark Division has verified the? perma- 
nent presence of the subject in its division as residing and/w orking atTthe 
addresses listed below. The _ Newark Division is heirigs considered 


the new office of origin. 2 ‘ae me 
= oe a 
Residence Address: 85 Pennington Avenue 
——_Passaic, New Jersey 
Business Address: ___ Accurate Manufacturing Company 
4, Hepworth Place 


Garfield, New Jersey 
Check the following applicable statements: 


Xx This individual has been the subject of a Communist Index Card, 
x This individual is the subject of a Security Index Card.’ 
(The Bureau is requested to make the appropriate changes in the 
Security Index at the Seat of Government. The 
Division should affix the addresses reflected above and the 
appropriate case file number.) 
xk This subject was tabbed for Detcom. . 
x This subject was tabbed for Comsab. 


This subject was carried as a Key Figure or Top Functionary. 
iM Handwriting specimens have been furnished to the Bureau. 
\ A photograph has been furnished to the Bureau. 


The following pertinent items are being forwarded to the new office of origin 
with its copies of this letter: 


x. Security Index Cards *ECOR OE, Lo o-t1544— i 
Serials (specify) . “lag iia a 
Summary report being preparede 


(RyU- : Pe a ee 
fg6 “ Poteet 
co: (2) Newark p.nm.onananrDivision (aie. ) 
WUC EM ae Eh wo tues 
REGISTERED’ ie 
JIS:1b 
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STANDARD FORM NO. he fs : ee I on aes 
Office Memorandum - UNITED STATES GOVERNMENT 


DIRECTOR, FBI ee ne a DATE: April 6, 1953 


To 7 
Ne SAC, SEATTLE (100-1323) ‘ 
O 


i suBjEcT: LAWRENCE B. SIMPSON, was 4 
| SECURITY MATTER - C foo W 
Ao ATTENTION: IDENTIFICATION DIVISION -~ 


A . A Security FlashNotice on the above-captione ject was placed with 

' the Identification Division under FBI Noe 1 210 500*én June 5, 1952 by the 
Seattle Office. Office of Origin has now been changed from Seattle to Newark. 
The Identification Division is requested to post a Security Flash Notice on 
the above-captioned subject for the benefit of the Newark Office. 


JJS:1b 
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Form No. 3 
THIS CASE ORIGINATED AT NEWARK FILE No. 


REPORT MADE AT: WHEN MADE: PERIOD FOR WHICH MADE: | REPORT MADE BY: 


SEATTLE, WASHINGTON May 29 1953 |4/5,1335/7,8/53 | JOHN J. SULLIVAN 


+) TITLE: 5 CHARACTER OF CASE: 


LAWRENCE B. SIMPSON,-wa., Larry Simpson SECURITY MATTER ~ ¢ 


SUMMARY REPORT i 
Subject presently resides at 85 Pennington Avenue, 
Passaic, New Jersey, and is employed by Accurate 
Manufacturing Company, Garfield, New Jersey. CI T-4 
reported subject admitted he was a CP member from 
1932 to 1946. BEN GITLOW, former Executive Secretary, 
CP, USA, identified subject as known Communist in Dies 
Committee hearing in October, 1939, T-7 reported 
subject a CP member in 1941. T-8 reported subject 
joined CP in 1932 and was a Communist Party member 
in 1942, T-9 reported subject a Coumunist Party 
member in 1943 and 1944. T-11 reported subject's 
ay (ye attendance at CP meetings in New York in 1941 and 
eae 1942, T-1 reported subject arrested in Germany 
me) 2 in 1936 and sentenced to three years for high treason. 
UN oh, Articles in Daily Worker of 1/6/37 reflect subject's 
b~ \~ “2 contact with CP leaders upon return from Germany, 
T-12 reported subject on National Advisory Board of 


International Labor Defense. 
CY. Aun fp Fs, WYK 
aes ol ee) 
; 4. wt 
Wi aan Arg 
42 BEL Ue Hrcate 


he. [Lon pets) 
EBT 


COPY IN Fi] opeswer ceceuisa 2 rus 
\ pial 3 iS $4 bY aod 6° : BO NOT WRITE IN THESE SPACES 


| APPROVED AND RECORDED AND INDEXED: 
FORWARDED: an 7 D/ :~ : | 
GER EAE en. | 06 — f$SY4 |S 
: BUREAU OF INVESTIGATION CHECKED OFF: Re 
2 ee ery Reread cat a ‘ 
ay te ’ mS 4 
5,2 Bureau (100-8154) (REGISTERED) | 


1 - 13th Coast Guard Dist. (REG. RRR) 
3- Seatide (100-1313) 
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I. BACKGROUND 
A. BIRTH DATA 


MAS LawRENcE B//sTHPSON was. bo on April 11, 1902 at, 
ae 
F TRE west NV NY 


Witness? Confidential Informant Seattle 
T-1, of unknown reliability. 


BR, CITIZENSHIP 
Subject is a native born United States citizen. 
C. EDUCATION 


Dates and place unknown — High school education - 
four years, 
Dates unknown = Washington State College, Pullman, 
Washington ~ 1 year; electrical engineering. 


Witness: Confidential Informant Seattle 
T-1. 


D. MARITAL STATUS 


This informant advised on January 7, 1953, that approx- 
imately three years ago, while in Italy, the subject had been named by 
an Italian girl as the father of her child, and as a result the subject 
eventually married this woman. The informant stated that he did not 
know the date or place of this marriage. 


The informant further advised that after the subject 
returned to this country from Italy, he (the subject), made arrangements 
for his wife's entry and she arrived at Kirkland, Washington, with 
her child approximately a year ago. After a short time, the subject's 
wife was sent back to Italy and divorce proceedings were instituted by 
SIMPSON, 


The informant went on to say that approximately three 
months ago, the subject went to New York to meet his wife who was 
re-entering the country. The informant stated that in his opinion, the 
subject is still married to the Italian woman but declared he did not 
know the name of the subject's wife.. The informant stated that, in 
his opinion, the subject's wife was not a Communist and did not have 
any particular political beliefs. 


Witness: Confidential Informant Seattle 
T-2, of unknown reliability. 


-26 
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E. MILITARY SERVICE 


No information has been received by the Seattle Office 
regarding any military service on the part of the subject. 
F, IDENTIFICATION RECORD 
The following is the subject's Identification Record 
under FBI No, 1210500: : 


CONTRIBUTOR OF ARRESTED OR 


FINGERPRINTS NAME AND NUMBER RECEIVED CHARGE DISPOSITION 
NE CHARGE DISPOSITION 


Polizeiprasident, Lawrence Simpson inquiry 
Berlin, Germany 9 ==> 


Capt. of the Port Lawrence B,Simpson CG ident, 
New York, N.Y. #157290-W card 
Ban 5m 2 


G._ EMPLOYMENT 
The subject has had the following employments: 


This informant advised that the subject has been employed 
as an able-bodied seaman since 1920 and-is also a licensed 3rd mate, 


Witness: Confidential informant T-1. 


As of November 12, 1941 employed by Lykes Brothers 
Steamship Company, 925 Whitney Building, New Orleans, Louisiana. 


Source: Personnel Records 
lykes Brothers Steamship Co. 
New Orleans, La. 


1943 - 1950: Prudential Steamship Company, New York 
City, as seaman, 


Source: Personnel Records, 
Prudential Steamship Company , 
New York City. 
November, 1951 to April, 192 - Unemployed. 


Source: Confidential. Informant Seattle 
T~3, of known reliability, 
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As of December, 1952 - Accurate Memes acresine Company, 
44, Hepworth Place, Garfield, New Jersey. 


Source: Records, Trinity Investment 
Company, 24 Commerce St., 
Newark, New Jersey. 

This informant advised that on February 28, 1952, the 
subject was denied validated seaman's papers due to his long association 
with the Communist Party and the fact that there is no evidence that he 
has made a clean break with the Communist Party up to this time. 


Witness: Confidential Informant 
Seattle T-4, of known reliability. 


H. RESIDENCES 
The subject has resided at the following places of residences 
As of October, 1944 = 550 West 20th Street, New York City. 


Witness: Confidential Informant Seattle 
T-1 


As of January 30, 1950 = care of Joo ,Kirkland, 


Wiiieedi Confidential Informant Seattle 
TH5, of known. reliability. 


1950 = Apt. 4, 356 West 56th Street, New York City. 


Source: Records, Apt. Unit 
356 West 56th St. 
New York City. 


1951-1952 ~ Simpson Rest Home, N,E, 60th Street, Kirkland, 
Washington. : 


Witness: Confidential Informant Seattle 
T-3 


December, 1952 to present - Apt. ‘1s, 85 Pennington 
Avenue, Passaic, New Jersey, 


Witness: GEORGE HEGEMAN, Supt. 
€5 Pennington Avenue 
Passaic, New Jersey 


iz 
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I. STATUS OF HEALTH 
1 The hearing of the subject. is badly impaired. 
j Source: Personnel records 
Prudential Steamship Co, 
17 State Street, New York City 


II. CONNECTIONS WITH THE COMMUNIST PARTY 


The Communi st Party has been declared by the U. S, Attorney 
General to be within the purview of Executive Order 9835, 


A. MEMBERSHIP IN THE COMMUNIST PARTY 

This informant advised in February, 1952, that the subject ad- 
mitted he had joined the Communist Party in San Francisco, California : 
in 1932 because he believed it was the solution to the economic conditions 
then prévailing and would be of assistance to the working man, He 
continued that he remained a’ Communist Party member until 1946, and 
then left the Party because he believed it was in a state of confusion 
and not accomplishing its aims in any respect as he understood then, 
ie denied that the Communist Party stood for the ‘overthrow of the govern— 
ment by force and violence but he stated he still believes in the 
! KARL MARX theory of industry. According to the informant, the subject 
! in his statement made it evident that he had been thoroughly indoctrin- 
ated in the principles of KARL MARX, 


Witness: Confidential Informant Seattle 
' Tat, 


; ; ; : 
In a pamphlet entitled fhe. Blessings of oy ae 


by LAWRENCE B. SIMPSON, published by the "National Lawrence Simpson 
Tour Arrangements Committee’, 156 - 5th Avenue, New. York City, the’ 
subject described the eighteen months he had spent in Nazi prisons, 
In this pamphlet, the subject referred to himself as a Communist. 


Source: Pamphlet, "The Blessings of 
Fascism" by LAWRENCE B, SIMPSON 
tt ao Bee: 
On October 7, 1939, BENGITLOW, Ie Executive Secretary, 
Communist Party, USA, testified before. the Dies Committee that the 
subject was a member of the National Committee of the International 
Labor Defense arid was a known Communist, : 


7 
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The International Labor Defense has been 
declared by the U. S, Attorney to be within the 
purview of Executive Order 9835. 


On November 21, 1941, this informant advised that Seven 
Seas Club cards had been issued in exchange for old Key Club cards. The 
subject was listed as having received Communist Party membership card 
No. 1616 and as having donated $20.00 to the Communist Party Seaman's 
fund drive. 


Witness: Confidential Informant Seattle 
~-6, of known reliability. 


ry 
peak Oke . On January &, 1942, this informant advised that the subject 
‘ 


doen HN 


was a Commnist Party’member in New Orleans, Louisiana. According to 
this informant, the subject became a Communist Party member in 1932 and 
has been issued Seven Seas card No. 1616, 


Witness: -Confidential Informant Seattle 
; T-7, of known reliability. 


This informant advised on April 27, 1944, that the subject 
held 1943 Anchor Club Communist Party membership No. 1815 in New York 
City and had been in the Party for ten years. The same informant further 
advised that the subject held 1944 Communist Party membership book 
No. 31036 in New York City. 


Witness: Confidential Informant Seattle 
T-8, of known reliability. 


This informant advised on April 13, 1949, that. the subject 
has not been active in the Waterfront Section of New York City fora 
long while and has seened to have dropped out of everything. 


Witness: Confidential Informant Seattle 
T-~9, of known reliability. 


B. ATTENDANCE AT COMMUNIST PARTY MEETINGS 


This informant advised that the subject was in attendance 
at a meeting of the Waterfront Section, Communist Party held on April 
8, 1941, in New York City. “ 


: The same informant stated that the Waterfront Section, 
Communist Party, held a meeting on February 24, 1942, in New York City 
and the subject donated $25.00 to the Communist Party at this meeting. 


Witness: Confidential Informant Seattle 
Ze, Tal10, of known reliability. 
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IV. OTHER ACTIVITIES OF SUBJEGT INDICATING 
FURTHERANCE. OF COMMUNIS? “PARTY PROGRAM 


A. SUBJECT'S COMMUNIST PARTY ACTIVITY AMONG U.S. SEAMEN 
St AGT VIET AMONG U.S. SEAMEN 


This informant advised that at a meeting of the Waterfront 
Section of the Communist Party in New York City on April 8, 1941, the 
subject stated that his assignment aboard the SS Reuben Tipton was 
to "break down the all aid to Britain™ program and to educate the men 
in Communism, : 


Witness: Confidential Informant Seattle 
T-10 


B. CONTACT WITH COMMUNIST PARTY LEADERS 


The "Daily Worker", issue of January 6, 1937, carried a 
picture captioned "EARL BROWDER, General Secretary of the Communist 
Party, Greets SIMPSQN, a Member of the Party, with justified pride, 
Looking on-is ROY B, SON, Waterfront leader of the Party". This 
picture shows the subject being greeted by EARL BROWDER upon his return 


i 


from imprisonment in Germany, 


Source: "Daily Worker", issue of January 
6, 1937. 


A special Committee on Un-American Activities, 
Report of March 29, 1944, cited the "Daily Worker" 
as the "chief journalistic mouthpiece of the Communist 
Party, founded in response to direct instructions from 
the Commnist International in Moscow, 


Vi. NEWSPAPER ARTICLES CONCERNING THE SUBJECT AND 
OTHER ACTIVITIES. W ; ‘ 


A. NEWSPAPER ARTICLES RE SUBJECT ‘ 
According to an article in the "New York Herald Tribune’, 
date lined "Berlin, 12/1/36", the subject was listed as a 3Bh-year old 
American seaman who was sentenced to three years in jail by the Peoples! 
Tribunal in Berlin on September 28, following his conviction on charges. 
of subversive activities. The article indicated that SIMPSON was to 
be released on December 20 through the clemency of Chancellor HITLER, 


-7~ 
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SIMPSON, it was stated, woujd be turned over to American authorities 

with the understanding that he would be sent back to the United States by 
them. Under a technicality of ‘German law’he was to be ‘on parole" for five 
years, although the provision would have no meaning as long as he was not 
on German soil. Since, at the time of the trial, SIMPSON had passed 
fifteen months in concentration camps and prisons, on the day of his 
release he was to have been in custody nearly eighteen months, SIMPSON 
appealed through legal channels for a pardon and his appeal was supported 
by both the American Embassy and the Consulate General. The pardon 
granted was virtually a result of that appeal, 


Source: "Herald Tribune", December, 1936. 


In an editorial appearing in the "Daily Worker" ‘ issue of 
January 6, 1937, written by EARL BROWDER, the subject was.praised for 
his fight against "Nazi Fascism" and was welcomed back to the United 
States. : 


Source: "Daily Worker", issue of 
January 6, 1937. 


The subject's photograph appeared in the January 6, 1937 issue 
of the "Seattle Times". The photograph was captioned, "LAWRENCE SIMPSON, 
Kirkland seaman, lost no time in looking up old friends when he arrived 
back on American soil, after spending nearly 16 months in a German prison 
on a charge of disseminating Communistic literature", 


Source: "Seattle Times", January 6, 1937 
.edition. 


A photograph of the subject appeared in the "Daily Worker" 
of February 29, 1942, as being one of the speakers at a.testimonial . 
dinner on February 28, 1942 for ELIZABETH GURLEY FLYNN, National 
Communist Party functionary and recently. convicted. under the Smith Act 
in New York City, at the Aldine Club, 200 — 5th Avenue, New York City. 


Source: "Daily Worker" » February 29, 1942. 


The "Daily Worker", in its issue of December 17, 1937, 
carried an article entitled, "American Seamen Reveal:: Nazi Links to 
Bargas Regime After Their Arrest in Rio de Janeiro by Secret Agents", 
The article went on to relate that two American seamen had been listed 
as crew members of the Nunsing Liner Pan America. SIMPSON told reporters 
of the "Daily Worker" that he had been apprehended as soon as he left 
the ship; that he was questioned by police from a file of his record 
which had been sent from Germany. SIMPSON was held overnight, brought 


8 
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back by the police and after the police had warned the master of the 

ship not to let SIMPSON ashore in Brazil in the future, he was allowed 

to go free, oe fog. 

Source: "Daily Worker", issue of 
December 17, 1937. 


The subject's photograph appeared in the January 7, 1937 
issue of the Seattle Post Intelligencer", The photograph was captioned, 
"Pardoned by Hitler. Carried on shoulders of New York Communists, 
LAWRENCE SIMPSON, Kirkland sailor just returned to the U.S. after 
serving prison term for Red activities in Germany, responds to cheers 
of admirers", 


Source: "Post Intelligencer" January 
7, 1936. 


B. ATTITUDE OF SUBJECT TOWARD U. S. GOVERNMENT 


This informant advised that on January 7, 1953, the subject, 
while in Germany, felt that the U, S. government had let him down by not 
coming to his assistance sooner when he was imprisoned in Germany and also 
recently felt that the U, S. government again had let him down by refus- 
ing to grant him a U, S. Coast Guard Security Card. 


Witness: Confidential Informant 
Seattle T-2. 


C. SUBJECT'S MEMBERSHIP IN COMMUNIST PARTY FRONT GROUPS 


On April 10, 1942, this informant advised that the 1936-37 
Annual Report of the International Labor Defense, a Communist Party 
defense group, listed the subject as a member of the national advisory 
board of the International Labor Defense. 


Witness: Confidential Informant Seattle 
T-1l, of known reliability. 


VII. DESCRIPTION 


The following description was obtained from the records 
of the Identification Division, FBI: ; ‘ 
ie sann FRE 


Name: LAWRENG SON WIL 
Color: White } TH. vis HA, pul eo 
Sex: Male QlERNBELTAL I ug Cab 
Born: April 12, 1902 at Chicago, Illinois 
ge pe ee 
Height: St 6 : 
9. 
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| 
{ 
Hair: Brown 
Eyes: Blue 
Complexion: . Ruddy” > 
Build: Medium 
Scars: Scar on left index finger 
Peculiarities: Hard of hearing 
Marital status: Married 
Relatives: Wife and child (names unknown) 
Social Security : 
- Now: 086~16--8659 : 
Seamen's Identification No.: 271411 
FBI No.: . 1210500 | 
| Photograph available, 
i 
i) 
' 
! 
| 
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7 2 a FD-216 
NK 100-37587 ADMINISTRATIVE PAGE | 
. Date of Activity Agent to File Number 
Identity And/or Description Date whom where 
of Source of Information: - Received Furnished Located 
ADMINISTRATIVE 


The New York and New Orleans Offices have been requested by letter 
to furnish complete documentation to Newark, new office of origin. 


INFORMANT 
T-1 : 
Local Draft Board 10/hy 10/4 Unknown 100-1313-18 
19, 250 - 8th Ave., 
N.Y.Co 
T-2 ; 
KIMBALLAGIMPSON,— 1/7/53 1/7/53 ROBERT“. 100-1313-h5 
“‘stubject/'s brother, MASON 
Kirkland, Washes ~ : 

\ 
T=3 : : 
Pretext telephone 4/1/52 /1y/52 ROBERT E. 100-1313-h0 
call MASON 
Lon : - 
ith CG Dist., 2/28/52 . 2/28/52 By mail to 100-1313-39 
618 = 2nd Ave. Seattle 
Seattle, Was. office 
T-5 
Pretext telephone 1/30/50 1/30/50 JOHN Le 100=1313-25 


call KETCHAM | 


6 


Seven Seas Club 
CP Card #1616 report date 


11/21/41 


Subject CP 1/23/42 JAMES 0. 
member in 1932 ° ~ PEYRONNLIN 
& issued Seven 

Seas CP Card #1616 


wo de LS 
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Date of Activity 
Identity And/or Description 
of Source of Information : 
T~8 
Anonymous 
ee 4/13/49 
T-10 ; 
| BSSI, 4/8/42 
NYC P.eDo 
2/2/42 
T=11 : 
‘ONT 1936-37 


3rd Naval Diste 


REFERENCE 


Date 


. Received Furnished 


“4/13/49 FRANK J. 
NOWLAN . 


199 


4/10/k2 SAC NY 


~H 
2 FD-216 
Agent to File Number 
whom where 
Located 
Oral ly 


AUGUST Jo NY ae al 


MICEK. 


" 


(ONI flimsy 
dated /10/h2) 


Report of SA CLARK L. NEWTON, dated 5/9/49, at New Yorks 
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~ STANDARD FORM No. 64 


i g } | 
Office Memordndum + umrrep states GOVERNMENT 


T + DIRECTOR, FBI (100-815) ) DATE: 
dune 15, 1953 
f y, SAC, SEATTLE (100-1313) 
REGISTERED 
¢" SUBJECT: LAWRENCE Bs“SIMPSON, Waey 
Larry.Simpson 
SECURITY MATTER - C 


Copies of the swmary report of SA JOHN J. SULLIVAN dated ! 
5/20/53 at Seattle, referring this case upon completion to Newark . ‘ 
as the new office of origin, inadvertently were mt furnished to the Hay 
Newark Office, ‘eeaee Po 

i} 


There are attached, therefore three copies of SA SULLIVAN'S 
report for Newark, ‘he Bureau is requested to include the designation 
of copies for Newark on those copies of the report furnished to the 


Bureau. : , 7 
| 40 <S/S4y-2y 
’ CHD, Like ud 
ey aoa (Enel) (Reg. ) ¢ tng DED y JUN 18 1353 
i Q ay He e 
“ESO cee sun, zu ( ae xe 
m4 f9 15 30 = ast aN 
| 30 bt 93 ss 
‘ ee “eps : & 
O23 JUN 241953: UIEp ae 
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_STANDARD FORM No, 64 te 


: Office Memorandum 'e UNITED STATES GOVERNMENT 


Sy 


; TO : DIRECTOR, FBI DATE: July 7, 1953 


mom SAC, NEWARK (1100-37587) ee JO - 
SUBJECT: LAWRENCE oe Wa. . 5 Zi 


SECURITY MATTER — C : 
a“ 


UV Re report of SA JOHN J, SULLIVAN, dated 5/20/53 at Seattle. 


On 5/6/53, GEORGE HEGEMAN, Manager, King Arthur Apartments, 85 
Pennington Ave., Passaic, N. J., advised SA CARROLL T. ALLEN that the sub- 
ject continues to reside in Apartment 1G at the above address, HECEMAN 
advised that SIMPSON leads a very quiet life, never has visitors and seldom 
leaves the apartment except to go to work, He also stated that SIMPSON is 
hard of hearing and is extremely difficult to talk with. 


On, 5/6/53 Mrs, TARANTINO, Office Clerk, Accurate Manufacturing Co., 
hh Hepworth Pl., Garfield, N. J., advised SA CARROLL T, ALLEN that the subject 
i is an employee of the company. The company employment recorls described the H 
subject as follows: S 


. 


) 
: Birthdate: : . Wbfoe oN 
' Birthplace: Chicago, T1l. } 
H Former Occupation: Master, Mate and Pilot, Ship's Mate f 
Former Employer: Prudential Steamship Co., Mate, | 
193 to 19h9 
Nursing Home, Seattle, Wash., Maintenance, 
19h7 to 1952 
Dependents: — Wife, LABIA, and one child 
' Present Occupation: General helper4AS/M P Sc Af 
Height: 5! 6 aT1/, | 
Weight: 165 lbs, a Va ) 
Eyes: Blue Mes. LAME EACE EA iar poe 
Hair: White —————_ a8 
a Race: White 
; mH Employed: 12/9/52 FOIA(b)(7) - (D) 
a Social Security No.: 
78 On 5/19/53, *ised SA LOUIS S. LEAR that he has no Knowledge 
A of the subject. Sig fA Re 
n 5, we & , ; 
ic] My 5 veer Ler \ 
mn On -/29/53, the records of the Passaic, N. J. Police Department ‘and 
2. the Passaic and Bergen‘County Credit Bureau were reviewed by SA CARROLL T. 


oe ALLEN and reflected no, infotfiation“identifiable with the subject. 
Ry) a 
s cA Ly i ws £ cs / 
N/ REGISTERED MAIL “ny ~ *€RECORDED - 90 Wy, LI SEY e 
INDEXED 90 rs ag y 


Oe 
NS eee F 
Tee 6 JUL 98 195% ais _£ 
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A review of the files of the Newark Office reflects no information 
concerning the subject which has not previously been reported. The files 
contain no information indicating that the subject has been active in any 
subversive groups since moving to N. J. 


No recommendation is being made that the subject be interviewed 
since it is felt that the subject's hearing defect would prevent a satisfactory 
interview. , 


In view of the above, no further action in this case is being taken 
at this time, : / 
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FD-]22 
(1-2-51) 


‘STANDARD FORM NO. 64 


—~ 


Office Memoranwum * UNITED STATE GOVERNMENT 


TO + ~~ DIRECTOR, FBI (100-81544) DATE: July 24, 1953 
FROM dif SAC, NEWARK — (100-37587) 
tt, & 


MVRUBJECT: LAWRENCE B, SIMPSON, wa. 
MW - C 


foe . Card UTD, 
‘ ied ge. S.s7 > 


It is recommended that a Security Index Card be prepared on the 


above-captioned individual, 
x The Security Index Card on the captioned individual should ‘be 


changed as follows: (Specify change only) 


ee 


NATIVE BORN. NATURALIZED ALIEN 


COMMUNIST SOCIALIST WORKERS PARTY INDEPENDENT SOCIALIST LEAGUE 


MISCELLANEOUS (Specify) : 
_ OO eee 


TAB FOR DETCOM X TAB FOR COMSAB x RACE SEX 
—_———. ae —$ 


DATE OF BIRTH PLACE OF BIRTH 
— a 


BUSINESS ADDRESS (Show name of employing concern and address) 
en 


NATURE OF INDUSTRY OR BUSINESS (Specify from Vital Facility List) 


RESIDENCE ADDRESS Soe 


oo tre tip 
WoT REccaDEn > 
Rita. 
ARJ:mlg -— REGISTERED 37 JUL 27 1953 


gg nUGe NE (ule 
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Ss 


eo 


Tolson 
Ladd 
Nichols 
Belmont 
Clegg : 


Glavin. 
Harbo 
Rosen 
Tracy 


Gearty —__ 
Mohf 

Wiat 

Tele. Room — 
Holloman 
'Sizoo 

Miss Gandy — 


Xe fie ie 


-conduct an interview with him. 
. granted to interview this subject in accordance with existing 


Ae JU L? 8 1953! 
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SAC, Newark (100~37587) July 2h, 1953 


Cyt 


Director, PBI (100-8154h)- 22 


LAWRENCE B. SIMPSON, wa. 
SECURITY MATTER - ¢ ; - 


Reurlet dated July 7, 1953. 


A review of the subject's file reflects that he : 
has been a Communist Party member from 1932 to 1946. It 
is further noted that no substantial activity on the part of 
the subject has been reported since 1946. It is not felt 
that the subject's hearing defect is sufficient reason not to 
Authority 1s, therefore, 


Bureau instructions pertaining to interviews of security 
sub jects. . 


VDH imam Yow 
NOTE ON YELLOW: 


Subject is on SI. 


’ Nt A ) | 

: coer 

235 eae : - yoow 2 
yecernee™ ae a i 

JUL 2 4 4959 (aa 

yo SOM FB aa | 
| 


SECURITY INFORMATION 


FEDERAL BUREAU OF_IN 


Form No. 1 
THIS CASE ORIGINATEDAT NEWARK 


REPORT MADE AT “DATE WHEN | PERIOD FOR WHICH MADE REPORT MADE BY 


NEWARK : 11/25/53 10/29;11/3,11, LEO P. MC GILLICUDDY mp 
- pa , Sot 752 |e] CHARACTER OF CASE 
LAWRENCE Be SIMPSON, Wae ee SECURITY MATTER - CG 
SYNOPSIS OF FACTS: Subject interviewéd 10/29 and 11/3/53 and admitted / 


membership in IW and the CP. Subject stated he was 
active in above org ‘zations from 1920 to 1946. Stated he has not 
beer active in CP since 1946. Subject stated that in event of war ; 
with Russia he would not be sympathetic with the U. S. Subject stated ‘ : 
he ceased his activities in the CP because of FBI investigations into 
the CP, Stated FBI similar to the Nazi Gestapo. Description set forth. | 


L- G Se 


ov) > Gar Ps 


0B aw 
DETAILS: - The Communist Party and the Industrial Workers of 
the World have been designated by the Attorney General 
of the U. S., pursuant to Executive Order # 10450. 


Subject was interviewed at his home, 85 Pennington Ave., Passaic, rl 
N. Je, on 10/29 and 11/3/53 by SAs CARROLL T, ALLEN and the writer. The 
subject was advised that he did not have to. talk.to the interviewing agents | 
and if he wished he could have the right to counsel ., op ENCY Pe a ee ‘S-// y C 


INTERVIEW WITH suBsgor ~ RRR; 


Subject stated that he was born in Chicago, Il1l., f/i2/ 
ject stated he was married to one ILARIA MELESE SIMPSON, who he is now 4 
separated from, The last address of his wife was.277 Thompson St., New Pate | 
York City. . Subject advised he was married three years.ago, and has on 2 
daughter, GRACE, age 6. He said he is currently employed.at the Accurate 
Manufacturing Cos, 44, Hepworth Place, Garfield, N. J. ) 

/ 
Subject informed that in 1904 fis CLPSURE.. moved to Seattle and 


shortly thereafter, moved to Kirkland, Washington 2 where they resided F { 
AN Ls is 


PROVED AND SPECIAL AGENT ¥, ‘ 
[ant eRe NO Ve g IN CHARGE. ve? QB “ve. Nor WRITE IN THESE SPACES 
a Re y j 


+ copes ‘OF THIS REPORT 

()- Bureau (100-8154) REGIST: yp MATL K tHEDXED. - 22 
{- Capt. NeL. Maloney, USCG,. 3rd ae Y. Seagitl =F 
1 = New York (Info.) REGISTERED yet va EX-1Z/, 


3 — Newark (109 3098) ae Ly 
“OPY. Z| | nor 
. = i= LT FB has E palais sOzea ORNS 


PROPERTY OF FBI—THIS CONFIDENTIAL REPORT&AL YON BY THE FBILANDIA 
AGENCY TO WHICH LOANED. 


rary 


1. 5, GOVERNMENT PRINTING OFFICE = 16—~h2E5~-2 
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at Route 1, Box 272, NE, 60th St., at ll2th St., Kirkland, where his 

parents now reside. He added that he attended grade school and high school 
in Kirkland, and graduated high school in 1920. In the summer of 1920 

until the fall of 1921, subject informed that he worked in a logging camp 

in Darrington, Washington. While working in-Darrington, the subject stated 
he joined the Industrial Workers of the World. In 1921 the subject completed 
one semester at Washington State University, where he stated he was an 

honor student. He stated that he was unable to continue his university 
training because of financial problems, 


From 1921 until 1929, subject advised that he worked on various 
lumber boatis between Seattle and San Pedro, Calif., and during this time 
the subject stated he continued his membership in the IW. He stated he 
was not particularly active in this organization at this time, but that 
he merely paid dues. , ; 


In 1929, subject went to work forthe Fairbank Expiration Co., in 
Fairbank, Alaska. He worked for the above company for three years. In 
1932 the subject stated he returned to working for the lumber boats running 
between Seattle, Washington and San Pedro, Calif. Subject stated that -in 
1932 he joined the Communist Party at San Pedro, Calif. He stated that he 
was still a member of the IWW at, b at time. HAstated’that the lekders_of_ 
the IWW at that time were GEORGEQMARDY, WILLIAM MAYWOOD and. GEORGE SPEED. 


Subject stated that In 1932 his ship made port not only at Seattle : 
and San Pedro, but in San Francisco, Calif, He further stated that at that ‘ 
time HARRY BRIDGES was a gang boss in San Francisco, He stated that he also ! 
joined the Marine Workers Industrial Union in San Francisco, and advised 
while in that union, he helped to print the Waterfront Worker, whose editor 
was one HARRY HINES, Subject noted that HINES was later killed in Spain. 
He advised that the Marine Workers Industrial Union at that time was a 
Communist-dominated organization. 


While in San Francisco, besides helping to mimeograph copies of 
the Waterfront Worker, the subject distributed the Worker and put up posters © 
on the waterfront. He advised that the head of the CP for the West Coast 
at that time was one SAM DAVEY and that HARRY HINES, besides being an editor 
for the Waterfront Worker, which it should be noted was an organ for the 
Marine Workers Industrial Union, was also a member of the CP. Subject advised 
that the MWIU had a hall on eithér Washington St. or Clay St. in San Fran~ 
cisco and that the CP had quarters somewhere on Market. St. in San Francisco. 


The subject in 1932 attended a Workers School run by the CP, and 
advised that at that time he was shipping between San Francisco and Eureka, 
Washington. 


In 1933, the subject left San Francisco for New York City, and 
advised’ that upon his arrival there he went to the MWIU Hall and obtained 


a ee : 
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work on the Panama Pacific Lines. He stated that at the MWIU Hall, he 
determined that the Waterfront Section of the CP had quarters on W. 18th 
St., New York City. The subject stated he then transferred his membership 
in the CP from San Francisco \o, the Waterfront-Section-of the CP in New York 
‘City. He advised that one ROYMIUDSON was the ledjer of the Waterfront 
Section of the CP, and that HA HINES and one A ANNON were also leaders 
of this group. oa 


The Waterfront Section. of the CP, New York City, according to the 
subject, held meetings once a week in their hall on W. 18th St. In 1934 
the subject joined the International. Seamens. Union, AFL, and in 1934, he 
stated he went to work for the United States Lines. He advised that while 
a member of the Waterfront Section of the CP in New York City, he distributed 
CP literature, recruited members into the CP and spoke at various meetings. 
He stated that he could not say specifically which meetings he spoke at, 
nor could he give specific dates regarding his own attendance at meetings. 
He stated that in 1935, while working for the U. S. Lines aboard the SS 
Manhattan, he was arrested in Hamburg, Germany, by the Nazi Government. He 
advised that he had made several trips to Germany and that on each trip he 
would bring with him to Germany Communist Party literature to be distributed 
to German Communists. 


At that time he advised that one suo enon was head_of the. 
German CP. Subject related that he was arrested the Germans and charged 
with conspiracy to overthrow the existing German Government. He was further 
charged with spying and other subversive activities. In December of 1936, 
the subject was released from jail in Germany, at which time he returned to 
the U. S 


He advised that upon his return to.the U. S,, he wrote seyeral 
articles, the names of which.he could not recall, however, they related to 
his time spent in the Nazi prison.camp. He believed he wrote one article for 
the International Labor aii entitled, "Eighteen Months in a German Concen- 
tration Camp." : 


United Fruit Lines, with home port being New York City. During this period, 


From 1939 to 1940, the subject declared he was employed by the zy 


whenever the subject was in the New York City area, he advised that his duties 
for the CP were to contact German seamen .who arrived in the Port of New York, 
for the purpose of indoctrinating. them.in the CP doctrine. and philosophy. 
Subject related that he oftentimes contacted these German seamen at the 42nd 
‘St. piers in Hoboken, N. J., where the German Bernstein Lines ships docked. 


In 1936, subject stated he lectured at meeti ‘of what he called 
the "Defense Committee" of the CP.__He advised that ANNA MIN, whom he 
believed resided in New York City, was thé\head of this "DeTense Committee". 

poh Mec ee, 


He stated further that sometime during this period, he joined the 
Master Mates and Pilots Organization. Subject asserted that from about 1940 


mugs 
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to 1942, he was employed by the Lykes Bros. Steamship Co., whose home offices 
were located in New Orleans, La. During this period, he declared that he had 
membership in a Communist Party group in New Orleans, La., and athe paid 

dues to this group in New Orheans whenever he was in the pc oy 
He could not recall where their headquarters-.were located 0 
of this organization, nor could he furnish the name of theo tion. 


For a short while in 1942, the subject advised he was employed by 
the Lukenbach Lines, and in 1943, he said that he went. to work for the Pru- 
dential Steamship Co., New York City. He continued his employment with this 
line until 1949 or 1950. 


In 1949 or 1950, he advised that the U. S. Coast Guard refused to 
validate his seaman's papers, so he returned to Seattle, Washington, where 
he resided at the home-ofahis#father. 


In 1952, he returned to New York City, and for a short time resided 
at 157 W. 75th St., New York City. He obtained employment at the Accurate 
Manufacturing Co., Garfield, N. J., and then moved from New York City to 
Passaic, N. J., where he currently resides. 


Subject asserted that since 1946, he has had no "formal" ¢ 
with the CP or any of his former friends in New York City.. He state 
the discontinued his active affiliation with the Party in 1946 becaus 
in sympathy with EARL BROWDER, He asserted that he does not believe 
CP of the U. S. advocates the violent overthrow of the Government of 


He further advised that he is still in sympathy with the CP, and that 
considers himself a Communist. He added that another reason for his} 
tinuing active association with the CP was a result of "you fellows' [in t 
gation on the waterfront", It should be noted that subject was referring) to 


the FBI when he said "you fellows", 


The subject was questioned concerning his statement that he had 
no formal contact with the CP or members of the CP, and he advised that he 
had no contact at present with the CP or CP members, The subject declared 
that the FBI was following the same tactics as the Nazi Gestapo in their 
investigation of the CP in the U. S. He further declared that it was his 
belief that the FBI was contacting parole boards in New York City to place 
goons" on the waterfront to fight Communism. He asserted that the. newspapers 
recently contained questioned concerning. the ‘goons on the waterfront and 
that the newspapers wondered how these "goons" got control of the waterfront. 
He then stated, "You fellows know how they got control", His explanation of 
this last remark was the one previously mentioned concerning the alleged 
placing of "goons" on the waterfront by the FBI to combat Communism. The 


The subjectwas asked where his sympathies would lie in the event 
of war with Russia and he answered by saying, "I do not believe in the old 
proverb, 'My Country, Right or Wrong'." He was asked for an explanation of 
this statement and he declared that it was inconceivable that Russia under 
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any circumstances could ‘perpetrate a war with the U. S., and if they did 
perpetrate a war with the U. S., it would only be as a result of actions 
by the U. S. He advised that he therefore must sympathize with Russia in. 
any war with the-U.-S,—. : i 
Subject again asserted that it was not necessary for the:.CP,USA. 
to violently overthrow the existing government of the U. S. to gain,,cor [Tro 
of this government. He stated that the policy of the CP,USA, was 
political control ‘andsthereforemthrotighsipoliticaleéansss establish: 
Communistic type of government in the U. S. This, he stated, could'io 
be done by having the majority of people in favor of Communism, ‘He'‘assert 
that this was the doctrine of LENIN and that he, himself, was a "Leninitel! 
Concerning the statements of the subject during the intervidii}. t 
it should be noted that his statements do not conflict with any informa 
concerning the subject's activities in the CP known to this office. 


The following is a description of subject as obtained from o ser- 
vation and from the records of the Identifigation Division of the FBI ity 


Name: LawrenciNormeson /V, /; 
Color: ; White : 
Sex: . ; Male 
Born: 4/12/02, Chicago, Illinois 
| Height: 516 Sin 
Weight: : 160 lbs... 
Hair: White - balding 
Eyes: Blue 
| Complexion: Ruddy 
Build: : Medium 
Scars: Scar on left index finger 
Peculiarities: front right tooth gold; appears 
to be extremely haNyof hearing 


Marital Status: Wife - ILARIA MELESH 

. _277_ Thompson-St.-,-New—t 

1 Child - GRACE, age 6 
St. Joseph's Home, TotawaylJ. J. 


Social Security No.: 086-16-8659 
Employment: Accurate Manufacturing Co., 

: 44 Hepworth Place, Garfield, N. d. 
Residence: 85 Pennington Ave., Passaic, N. d. 
FBI: # 1210500 


Photograph available 


_oanne 
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ADMINISTRATIVE PAGE 


A copy of this report is being furnished to the New York 
Division since the subject resided in that.area for a considerable 
period and he has stated that he was a member of the New York Waterfront 


Section of the CP. 
Leads 


NEWARK DIVISION 


At Newark, N. Jd. 


Will await Bureau authority to reinterview subject. 


‘ _REFERENCE: 


Report of SA JOHN J. SULLIVAN , pets 
5/20/53at-“Seattle 


6S ele SS ce 


Newark istter to Sirsa. dated 1/1/53 


t 


t 
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eg od “STANDARD FORM NO. 64 oe / 


Office Memorandum » UNITED SEATES GOVERNMENT 


DIRECTOR, FBI (2100-81544) DATE: 11/29/53 


TO 
“Wor SAC, NEWARK (100-37587) vie 
om (aS, ge He 
*. SUBJECT : A 


LAWRENCE B. SIMPSON, wa. 


ta SM-C : ar 
L Enclosed is report of SA LEO. P. MC GILLICUDDY dated 11/23/53 
~ at Newark, setting forth results of interview with the subject. 


The following observations were made by the interviewing agent 
concerning the subject: ; 


The subject showed no surprise at being interviewed by agents 
of the FBI. During the interview, the subject was pleasant and cooper- 
ative to the extent of relating his activity. in the CP. He readily : 
admitted that he had been a member of the IWW and the CP from 1920 | 
to 1946, but denied being an active member of the Party since that date. i 
He stated that he was a "LENINITE" and explained this by saying that | 
LELIN believed that the political overthrow of a government could be 
accomplished only by having a majority of people in favor of Communism. \ 
He advised that he still considered himself to be a Communist and that, 

in the event of war with Russia, lis sympathies would necessarily lie lie 
ha th that country. 
aaa ener 

The subject appeared thoroughly indoctrinated with Marxist-Leninist 
theory, and has apparently read a considerable amount of literature con- 
cerning this philosophy. He admitted carrying CP literature from the 
U. S. to Germany, but denied that he ever acted as a courier for the : 

0 Russian Government or that he ever carried documents other than CP .. 

\\ va literature to Germany. Subject declared that he would be most willing ' 

% ce ve to listen to proof that the CP advocated the violent overthrow of the | 

government of the U. S. It should be noted that he has stated that he, \ 

MAY himself, does not believe in the violent overthrow of the government. 
% 


> oy 

om “iy 2 Concerning the FBI, the subject stated that one of the reasons he a ( 
discontinued his active affiliation with the CP in New York City was as ' 

Gre a ‘result. of FBI investigation of Communist activity in that area. He 
Scturther ‘advised that the FBI was responsible for the pacing of known ae) 
criminals on the New York waterfront and that the reason for this action fi > 
by the FBI was to combat Communism. au : “ } 
Re oe . pel ier 


~ 4 chen 


| 

i SY fey It is noted that this ieerries was,the initial interview with gJEr SET | 

| S the subject and no attempt was made “Eo refute the doctrines expounded is Sy 

4 the subject. However, concerning “the ‘placing of "goons" on the docks b; /S Ow 

| Ay the FBI, the eet wing pou vigorously.: -pointed out that this was es Me 

i ; > ie “Se 

| REGISTERED ATES m~ | Lees Us YSS4 ee we ?, 
| RD Nov 27) 4. ; 
i ENCLOSURES ~ 5 ae \ 1958 gl 

: , ek Hes ne piel 
; LPM:mp UPA date 22-7 93 
oe va ecto, 
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the policy of the FBI, and that the FBI did not participate in such actions. 


Throughout the interview, the subject refused to give names of any 
other individuals whom he knew to be Communists or whom he associated with 
during his active years in the CP. Throughout the interview, the subject 
remained completely @alm, not at all militant, and appeared quite willing 
to discuss not only his own activities, but the Communist philosophy as well. 
He appeared slightly bitter over the fact that his seaman's papers were not 
validated, but he showed no antagonism toward the interviewing agents or 
toward the FBI, despite his statement concerning the alleged placing of 
"goons" on the waterfront by the FBI, : 


It was felt by the interviewing agents that the subject possessed 
considerable knowledge concerning CP activities on the New York waterfront 
and on CP activities in the Maritime Service in general. 


It is therefore requested that Bureau authority be granted to 
interview the subject with the idea of possibly developing him into a 
security informant. It is noted that he is a confirmed Communist, how- 
ever it is felt that up to this point the subject has never discussed 
Communism with any other individuals other than seamen and longshoremen. 


It is ther lL presentation of Communist philosophy 
y Bureau agents may possibly dissudde the subject fr = 
Is further felt that in the-event te-was dissuaded from his views, he 


would be of invaluable aid to the Bureau concerning CP activities on the 
New York waterfront. ‘ 


‘ 


Subject is currently carried as a SI by the Newark Office, and it 
is recommended that this classification be retained. 


‘ 
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Form No. 1 
THIS CASE ORIGINATED AT NEWARK 


REPORT MADE AT DATE WHEN oft FOR WHICH MADE REPORT MADE BY 


MADE 17 19 
NEWARK 3/2h/5u oA 16 15h LEO P, MC GILLICUDDY _hds 


TITLE ¢ CHARACTER OF CASE 


Lerry Simpson 
Le WG 
SYNOPSIS OF FACTS: : 
Subject reinterviewed 2/19/5l. Subject advised he still believes 
in the Commnist way of life, but insists that he does not advocate the 


violent overthrow of the Government. Subject indicated that he still has 
contacts with CP members in New York City. AGENC y. 


. 7 | 
LAWRENCE B. SIMPSON, Wae . | SECURITY MATTER - C 


reo By. 
DETAILS: SIMPSON was reinterviewed at his home, 


. ' The interview consisted of a theoretical discussion of Commnist 
philosophy and its effect in the United States. The subject advised that he - 
still believed that the Commnist form of government was the best form of go | 
ernment and that the United States mst eventually adopt this form of govern- 
ment. He pointed out that MARX's dialectic indicated that the natural evolu- 
tion of history will bring the Communist form of government to all capitalistic 
nations. He emphasized that he himself does not, nor has he ever, believed 
that this adoption of the Commnist form of government would take place through 
violent revolution end overthrow of the existing government, but rather through 
a peaceful and political means. 


During the course of the interview, the subject indicated that he 
was still familiar with members of the Commnist Party in New York City. He 
would not indicate their identities at this time inasmch as he felt that he 
my a ead them. R cency DRl-6), GEO) Oz (0-4) 

Gy A- REQ. REC'D Praises 
aN Cc PR DATE FORW. 4L—, beet 
te HOW FORW. 
47 Oct 
fa 


TAPPROVED AND ; ‘SPECIAL AGENT 
\_ FORWARDED: a ea IN CHARGE. 


; SOPIES OF THIS REPC i. MAR ; ANY 
Gees ‘ Cas #8 189A 


ee Guard, 3rd District 
REGISTERED MATL. 
-_ Newark, 10037587) 


SAPRip 1954 44z¢ 


PROPERTY OF FBI-THIS CONFIDENTIAL REPORT AND ITS CONTENTS ARE LOANED TO YOU BY THE FBI AND ARE NOT TO BE ‘DISTRIBUTED OUTSIDE OF i 
AGENCY TO WHICH LOANED, AJ 


a sarah 
[oo - PSU shez fem 52 


U.S. GOVERNMENT PRINTING OFFICE  16-—~-G9255-3 
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t The Commnist Party has been designated by the 
Attorney General of the United States pursuan 


to Executive Order 10450. - . ° 


It should be noted that the interview with the subject lasted for _ 

_ approximately three hours and during that time the subject, although hesitent ° 

to discuss other members of the Commnist Party, was most cooperative in dis- 
cussing the Commnist philosophy, as suchs 


: -P 
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ADMINISTRATIVE DATA 
One copy of this report is .being furnished to the United States 
Coast Guard, Third Naval District, inasmch as they have received previous 
correspondence in this matter. 


LEADS. 


NEWARK DIVISION 


At Passiac, NeJe 


Will maintain contact with the subject in an effort to gain his 
confidence and develop him into a Security Informant. 


REFERENCE: Report of SA LEO P. MC GrLLICUDDY, dated 11/25/83, 
at Newark 
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STANDARD FORM No. 64 a 


ior “Office Memora ie ° UNITED STATES GOVERNMENT 


To : DIRECTOR, FBI (100-815),4) (ENCLOSURE) DATE: 3/2h/sy ; 
f 4 EROM : SAC, NEWARK (100-37587) % 
Ww 


SUBJECT: LAWRENCE B. ‘Gurson, Wae 


bt fe ¥, Larry-Simpson ; ; 3A 
SEQURITY MATTER -.C ; 
POTENTIAL SECURITY INFORMANT 


‘j: REFERENCE: Report of SA LEO P. MC GILLICUDDY, dated 3/2h/Sh, 

' -at Newark 
A Enclosed is the report. of SA LEO P. MC GILLICUDDY setting forth 
/y* the results of a recent interview with the subjects 


The subject was reinterviewed at his home, as Pennington Aveme, 
Passaic, New Jersey, by SAs EDWARD G. BURKE and LEO P. MC GILLICUDDY. ‘The - é 
purpose of the interview was to discuss with the subject the philosophy of ! 
Commnism in an attempt to both gain his confidence and dissuade his pol- 
itical nee 


{ 
Concerning the sabiects it is noted that he has been a member of | 
the International Workers of the World and the Commnist Party since 1920, \ i 
and he has a firm foundation in the teachings and literature of various Com- | 
munist philosophers. 
: During the iteeaes various fallacies in MARXIST doctrine were ; 
pointed out to the subject, however, the subject in each instance would quote 
another part of MARXIST philosophy in rebuttal. N 


It appeared that the subject was very doubtful of his arguments 
after some of these fallacies in his philosophy were exposed. He clung : 
desperately to his beliefs, but it was apparent that many of the arguments ‘ 
presented to him were rather new to his way of thinking. El 


‘During the interview, which lasted about three hours, the subject Swe 
was most cooperative and remained very attentive to everything that was said. 
&. The interviewing Agents in conducting the interview.placed the subject on 
SS the defensive and he was visibly disturbed by. this. ‘fact, inasmech as during 
aS) previous interviews with the subject ng: etteness “had, been made to refute his 


& guMentse iS < ro . 
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Latter to DIRECTOR, FBI 
NK 100-37587 


Turing the iutereien the subject stated that AYLANNON, a Commnist 


Party_memberand Communist Party_leader-in New York City/ did not belfeve in 
“the violent overthrow of the government, even though he was a leader of the 
Commnist Party. 


It was pointed out to the subject that various Smith Act trials had 
proved that the Commnist Party, USA, was dedicated to the violent overthrow. 
of the government, as was the whole principle of Commmnist philosophy. the 
Agents suggested to the subject that perhaps he should contact LANNON and ask 
him just what the Commnist Party, USA, did believe in. The subject, although 
he did not say so, indicated that perhaps he might contact LANNON in the near 
future, to determine just how the Commnist Party leaders felt concerning the 
violent overthrow of the government. 


It was suggested to the subject that additional contacts be made 
with him and he advised that he would be quite willing to talk to the Agents. 


It was the opinion of the interviewing Agents that the subject, at 
the conclusion of the interview, was visibly doubtful concerning some of his 
beliefs. It was also felt that this was the first time that the subject had 
ever discussed Commmnist philosophy with any individuals who were opposed to 
that type of government and that, as a result of this, he was very mich im= 
pressed. 


It was felt that, as a result of the interview, the subject wuld 
contact his former associates in New York City to determine the Party's present 
position. . 


The subject will be recontacted by this office in the near future, 
at which time further’ ‘attempts will be made to discuss Commnist philosophy 
with him and dissuade him from his’ views. It is believed that the subject 
still has mmerous contacts with the Commnist Party and its members in New 
York City. -If the subject can be shown the fallacies in Communist philosophy, 
he will be cooperative to the extent of furnishing information to this office. 


=m 
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SAC, Newark (100-37587) April 9, 1954 


RECORDED-45 
Director, FBI (100-81544)- oe 


Bre | Arc 
LAFRENCE B. SIMPSON 
SECURITY MATTER -~ C. : Pe 
PSI 25 - : ” 
Reurlet March 24, 1954. 
Authority is granted to recontact subject 
under secure condittons to determine if he would be 


willing to cooperate with your office. Advise 
Bureau of results. 


NOTE ON YELLOW: 


On SI. 
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} 
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_. FEDERAL BUREAU OF INVESTIGATION 


Form No.1 


THIS CASE ORIGINATED AT NEWARK 


REPORT MADE AT a bia 
NEWARK | /eyei 


PERIOD FOR WHICH MADE 


/28 529,303 
1/5. 


REPORT MADE BY 


ALVIN A, BUBEN mvc 


TITLE CHARACTER OF CASE 


SECURITY MATTER - C 


LAWRENCE 3 simpson, Wa. 


: 
i rein st 
LY by. 
SYNOPSIS OF FACTS: 
V 


& Subject employed Accurate Manufacturing Company, 
: a cel Garfield, New Jersey, and resides at 85 Pennington Avenue, 
J Passaic, New Jersey. Subject reinterviewed on June 29; 

“- 1954 and stated he still believed in Communist form of 
Government. Subject in discord of administration of 
United States Government and is of belief Communists will 
eventually gain control of this country through peaceful 


and political means, 
aowcr Phils 2) S-NYC 
REQ. & = 
: 9 en0 ue wi Ca D#P 


x G- 

fe Liana, Sempre pony Dre __. a af tfout 

OL Apauce) Ex BACKGROUNDS oo gop v7 a 4, OWE 
104s - 


A. EMPLOYMENT BY A LSDAPH_ OW FoR, 
aa, BY 


Subject advised on June 29, 195) that he is em- 
ployed by the ACCURATE MANUFACTURING COMPANY, hh Hepworth We 


Place, Garfield, New Jersey. 
; = 
B. RESIDENCE “yn 


; Subject resides at 85 Pennington Avenue, Apartment 
i-G, Passaic, New Jersey 


APEROVED 0 IS ) j 2 beret parte | DO NOT WRITE IN THESE SPACES 


(OO eal Har DS |. 


ri ce ES-OKTHIS REPORT DASE ey R COR . 
CO 5 Bureay (10-815), ) (REG «MAIL ) 9c Hi20 (ose DED » § 
vi~  l- U.S,Coast Guard, 3rd Dist. (REGS MATE) 


3- Newark (100-37587) 


COPY. IN FILE 7247 
—ngcnere TOM CAEDR Bo SOR a pial 
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GANED TO YOU BY THE FBI AND ARE NOT TO BE DISTRIBUTED OUTSIDE OF 


iT PRINTING OFFICE 16—60255-2 


to 


AO ate ee 


NK 100-37587 


II. MISCELLANEOUS 


A. RESULTS OF INTERVIEW WITH SUBJECT 


On June 29, 1954 SIMPSON was reinterviewed at his 
home, 85 Pennington Avenue, Passaic, New Jersey by Special Agent 
JENE W. OWENS and the writer. 


The Subject stated that he still believed that the ' 
Communist form of Government was the best form of Government 
and said that in view of recent developments in Guatemala 
he has become convinced he is right in héegbelief. He further 
stated that his loyalty is with the United States as a 
country but that he is in discord with the administration of 
the United States Government. He maintained that eventually 
the Communists will gain control of the United States and 
will institute its own form of Government. He was of the be- 
lief that the Communist Party would not advocate the violent 
overthrow of the Government of the United States but rather 
would gain control through peaceful and political means. 


The Subject stated that he was not now affiliated 
with the Communist Party but if the Communist Party was j | 
operating in the open he would still be an active member. 
Although the Subject readily admitted his former membership 
in the Communist Party he was, however, reluctant to disclose 4 
the identities of his former associates or divulge any in- 
formation concerning them. 


The Communist Party, USA has been designated 
by the Attorney General of the United States 
pursuant to Executive Order 1050, 


The Subject advised that he had at no time in the 
past ever been approached, or had he ever been engaged in any 
act of espionage or sabotage while a member of the Communist 
Party and further ‘advised that he would refuse to commit any 
act of espionage or sabotage if approached by anyone for this | 
purpose, : 


y 
= 
tate 


NK 100-37587 


ADMINISTRATIVE PAGE 


One copy of this report is being furnished to the 
United States Coast Guard, 3rd Naval District, inasmuch as 
they have received previous correspondence in this matter. 


REFERENCE 


Bureau letter to Newark dated 4/9/5h. 
Report of Special Agent LEO P. MC GILLICUDDY dated 3/eh/sh 


at Newark. 


HP 


yar sere etecseos PSS ~—s 
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i 
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STANDARD FORM NO. 64 = 


zn 


a 


Office Memorandum o UNITED STATES GOVERNMENT 


TO 


DIRECTOR, FBI | (100-815h:) DATE: 7/16/54 


aii "ph aia NEWARK (100-37587) 


oO 
LAWRENCE B. SIMPSON, Wa. 
SM - Cc : 
PSI 


Re report of Special Agent ALVIN Sic BUBEN dated | 
7/16/54, at Newark. | 


The Subject was reinterviewed at his ere 85 
Pennington Avenue, Passaic, New Jersey on June 29, 195, by 
Special Agents JENE W. OWENS and ALVIN A. BUBEN, The pur- 
pose of the interview was to determine whether the Subject 
would be cooperative to the erhany of furnishing informa- 
tion to the Bureau. 


_The Subject was very cordial and receptive toward | o. 
the interviewing agents and talked freely of his knowledge ( > 


of the theory of Marxism. The Subject stated that hestill, 


believed in the Communist form..of..Government.and_that,in._ ( 
vtéw of recent developments in Guatemala he has Become cone.( ) 
vineedhets"right in Ais” “belief..n “He further stated that 
hfts“toyatty“ts“wft ththe"Ufited States as a country, it being 
his country of birth, however, he is in discord with the 
administration of the United States Government. He main- 
tained that eventually the Communists would gain control 

of the United States and institute its own form of Govern- 
ment. He was of the belief that the Communist Party did not 
advocate the violent overthrow of the United States Govern- 
ment but rather would gain control through peaceful and 
political means. ; 


The Subject edvised that he was not now affiliated 
with the Communist Party inasmuch as the Party was now oper- q. 
ating underground. However, he said that if the Communist 


Blips AL 
a 


REG.MAIL 
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LETTER TO DIRECTOR 
NK 1060-37587 


Party would operate in the open ena would make public its 
views and aims he would still be active in the Farty. 


Relative to the above, the Subject stated that 
the Federal Bureau of Investigation caused the Communist 
Party to operate underground. His explenation of this was 
that the Federal Bureau of Investigation as a result of its 
customs and "harassment" of members of the Communist Party, 
caused this situation to come about. 


The Subject was at this point reminded that the 
purpose of this interview was not one of harassment but 
rather for the purpose of determining whether the Subject 
would be willing to cooperate to the extent of furnishing 
information #9 the FBI. 


The Subject advised that he had furnished informe- 
tion concerning his affiliation with the Communist Party 
during previous interviews but would be unwilling to co- 
operate to the extent of furnishing information concerning 
his former associates in the Communist Party. He reiterated 
that he was convinced that the Communist form of Government 
was the. best form and his attitude in this respect has not 
changed. 


In view of the Subjects expressed maintenance of, 
his views towarts~Commmysino further contact with him is 
being contemplated... ares 

Ds acnsenasit ame ne Sarat 
peepee 

Iteis recommended that the Subject's name be ren 
tained inthe SI. ET pe oe eae 
‘ca ecipceat ee ore we SECO 
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Office Memorandum » ontrep states GOVERNMENT 
ND 


TO : DIRECTOR, FBI (100-8154),) DATE! May 25, 1955 


FR 


o- 


mages ov Léo 7/599 | 
JHC rbar ..-6iif RECORDED-29 
) 
7 (h / [ifs FY-103 7 MAY 31 1955 | 
6ZI0N 25 1655 = Set 


M : SAC, NEWARK (100-37587) 


BJECT: LAWRENCE B. Gon, Wee 
™M-c¢ 


REFERENCE: sie Letter 55-30. 


SUCCINCT RESUME OF CASE: | o- 21. 99RO- 


In intehview in 1953 subject admitted being a member 
of Industrial Workers of the World and the COMMUNIST PARTY ~- 
from 1920 to 194.6 but denied formal association with CP 
since 1946. Subject described himself as a "Leninist" and 
stated that in case of war with Russia his sympathies would 
lie with Russia. He stated that he does not believe in 
violent overthrow of the government. 


In interview on 2/19/5) subject stated he still 
believed Communism to be the best form of government and { 
inevitable in the U. S. He stated he believes this will come ‘ 
about through peaceful means. On 6/29/54 subject was again 
interviewed’ and stated that he still believed in Communism 
and would probably become’ active if a CP operating in the 
open would be formed. 


RECOMMENDATION:  _ Y. 


Retain in Security Index since subject has, as late 
as 1954, voluntarily confirmed his adherence to CP principles 
and doctrines. This information was obtained through inter- 
view with the subject. 


ony 


DETCOM TABBING? y 


1. Tabbed Detcom and Comsab. 


2. Not approved for Detcom tabbing under the new 
criteria. 
3. Retain Detcom tabbing. Subject has stated upon + 
interview that his sympathies would lie with Russia if the 
l; . aA gad Bieele _came to war. Subject's potential as a saboteur 
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ibs Low “as EER mea FD-122 
eaenaee i i - (5-11-53) 


Office Memoranda * UNITED STATES GOVERNMENT 


TO : DIRECTOR, FBI (100-8154) ) pate: May 25, 1955 
FROM : SAC, NEWARK = (1100-37587) 
Card UTD. ZZ 
sdayect: LAWRENCE B. SIMPSON, wa. | @-2/ hi 
SM-C -:- 


It is recommended that a Security Index Card be prepared on the 
above-captioned individual. ; 


x The Security Index Card on the captioned individual should be 
changed as follows: (Specify change only) 


NAME 
ALIASES 
; NATIVE BORN _. NATURALIZED ALIEN 
COMMUNIST SOCIALIST WORKERS . PARTY, INDEPENDENT SOCIALIST LEAGUE 7 


MISCELLANEOUS (Specify) 


“on rR 
TAB FOR DETCOM, x TAB FOR COMSAB_ Delete RACE 
S =a PF 


3 DATE ‘OF BERTH PLACE OF BIRTH _ 


KEY FACILITY DATA: 
GEOGRAPHICAL REFERENCE NUMBER RESPONSIBILITY 


INTERESTED sa cut 
GB 


RESIDENCE ADDRESS! 
me 


< 
‘ 
a 


REGISTERED MAIL Sal 


- v3 ioe ENCLOSUBE Be 


{8-0 « HSU L- a7 
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ye 
| ft ‘af on July 5, 1955 a pretext interview reflected that the subject 


- 


SP poe? Hepworth Place, Garfield, New Jersey. 
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‘FEDERAL BUREAU OF INVESTIG 


Form No. 1 
THIS CASEORIGINATEDAT NEWARK 


REPORT MADE AT REPORT MADE BY 


JAMES N. KENNEDY, 


CHARACTER OF CASE 


| wmwarx | 8/48/55) 973953228259 


ITs 


DATE WHEN 4 PERIOD FOR WHICH MADE 


LAWRENCE B. SIMPSON, wae om | SECURITY MATTER - © 


SYNOPSISOFFAcTs: Subject residing 85 Pennington Aveo, Passaic, N. Je, | 
and employed by Accurate Manufacturing Coe, hh 
Hepworth Pl., Garfield, N. J. Newark informants familiar | 
with some phases of CP activity in Northern N. J. advised 


that the subject is unkmown.to them. ») 
~ CO = Pe 
poiea REQ. a , 
DETAILS: I BACKGROUND An, REPT Fy 
AP g ACI Bx 
_ Ae Residence Kee! 


. re zy 
On July 13, 1955 Newark T#1l, who has furnished reliable eden 
tion in the past, advised that the subject was then residing 
at 85 Pennington Avenue, Passaic, New Jersey. 


F473 °SE ‘ 
Bo Emplo yment pt it, oe, 


was then employed by the Accurate Manufacturing Company, lh 


eee 


II CONNECTIONS WITH THE COMMUNIST PARTY (CP 


| The COMMUNIST PARTY has been designated by the f 
Attorney General of the United States pursuant 
to Executive Order 10450. 7 


APPROVED AND ECIAL AGENT 


FORWARDED: ‘ IN CHARGE * DO NOT WRITE IN THESE SPACES 


760 VIS FFI2 Y _| RECORDED - 17 


“COPIES OF THIS REPORT i jae RECORDED 
- Bureau (100-8154) | a AUG 22 1955 A 
i (REGISTERED MAIL). 1 °AU & GE; - 
| = —— we 


f FG ~ Newark (100~37587) 
GB SFP 1 i9gk 12% # 


PROPERTY OF FBI—THIS CONFIDENTIAL REPORT ANDITS CONTENTS ARE LOANED TO YOU BY THE F 
AGENCY TO WHICH LOANED, 


U.S. GOVERNMENT PAINTING OrFIcc — 1G-—AUZ55-2 
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On July 29, 1955 Newark T-2, who has furnished 
reliable information in the past and who is familiar with 
some phases of CP activity in Northern New Jersey, advised 
that the subject was unknown to him. 


On August 3, 1955 Newark T~3, who has furnished 
reliable information in the past and who is familiar with 
some phases of CP activity in Northern New Jersey, advised 
that the subject was unknown to him. . 
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Passaic, N. J. 


T-2 - Negative 


T.3 = t 


wo FD-216 
NK 100-37587 ADMINISTRATIVE PAGE 
Date of Activity » Agent to File Number 
Identity And/or Description Date whom - where 
of Source . (of Information” - - Recéived Furnished Located 
{+1 - FRANK GANGI Residence 7/13/55 JAMES J. Instant 
U. S. Post Office GILLIS report 


7/29/55 LOUIS F. 4. 
HIBAN 


8/3/55 JAMES R. " 
LAUGHLIN 
BERTIE J. - 
WRISTON 


Careful consideration has been given to each source 
concealed, and T symbols were utilized in the report only in 
those instances where the identity of the sources must be con- 


cealed. 


Subject 1s a Security Index subject in the Newark 
Division, and his SI card is current and accurateo 


The pretext interview referred to in the Details 
of instant report was conducted by SA JAMES J. GILLIS on July 
¥5 1955, via a telephone call to the offices of the Accurate 
Manufacturing Co., i Hepworth Pl., Garfield, N. J. It was 
not necessary for SA GILLIS to identify himself during the 


course of this interview. 


REFERENCE: Report of SA ALVIN A. BUBEN dated 7/16/54 at 


Newark 
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STANDARD FORM NO. 64 : 


ee ee ry * i 
Office Memorandum * UNITED STATES GOVERNMENT 
“To: ' DIRECTOR, FBI (100-8151) pate: 9/7/55 


FROM - + SAC NEWARK (100-37587) 
; : 

0: 

QJk SUBJECT: LAWRENCE B. SIMPSON, wa. 
sM-Cc . : 


- Rerep of SA JAM 
at Newark. 


ES N. KENNEDY, JR., dated 8/18/55 ; 


The Administrative Page of rerep, 3rd Paragraph, 
states that the pretext interview referred to in the details 


of the report was conducted on 7/7/55. This date should read 
7/5/55 


Newark is changing its copies of rerep and the Bureau 
Donk, is requested to change its copies. ; 


. No administrative action is recommended. 


joo ote | | 


oer HGF: eb : ; 
(3) ny ; - . . 

. ae 100-9) 5 EF 
REG. MAIL ua + | |) NOP RECORDED 
16 SEP 8 1955 : 
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eg eh 5 
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STANDARD FORM No. 64 2 


~ 


fice Mepsanlin « UNITED STATES GOVERNMENT 


To : DIRECTOR, FBE (100-815),) DATE! September 13, 1955 


FROM: SAC, NEWARK (1100-37587) ‘ 


SM - ¢ = 


Qo 
SUBJECT: LAWRENCE B. SIMPSON, Wa. 
(SUPPLEMENTAL DOCUMENTATION)” 


Re SAC Letter 55-26 (G). . 
Rerep SA JOHN J, SULLIVAN, dated May 2, 1953, at 
Seattle. ree 


In accordance with referenced SAC letter, there are 
herewith enclosed for the Bureau and Seattle supplemental 
administrative pages for supplemental documentation. 


As a result of documentation received from New 
Orleans, the date January 3, 194.2, on Page 6 in the details 
cole is in error and should be changed to read January 23, 
19.2. i 


Bevencoyie The Bureau and Seattle are requested to correct 
cond! thei copiese 


ee Ne 
Seattle is requested to correct the copy of rerep 
rd asssominatos to the 13th Coast Guard District; Newark has 
made the above change on its copies of rerep. 


Encle 5 

REG MATL 

ort 

CC: erbeattle (100- s fest wif 3) (REG MAIL) 


Vide Bg heey. 
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Office Miasnn dann * UNITED STATES GOVERNMENT 


‘STANDARD FORM NO, 64 


TO :Director, FBI ‘(100-815)h) ; DATE: August 23, 1956 
FROM <= SAC, Newark, . (100-37587) ; Card UTD 
; e- VES 


SUBJECT: LAWRENCE B. “SIMPSON, Wae Le 


pb SM-C 


It is recommended that a Security Index Card be prepared on the 
above-captioned individual. 


XX The Security Index Card on the captioned individual should be 
changed as follows: (Specify change only) 


NAME 
ALIASES 
NATIVE BORN, NATURALIZED ALIEN. 
COMMUNIST. SOCIALIST WORKERS PARTY. INDEPENDENT SOCIALIST LEAGUE 


MISCELLANEOUS (Specify) 


TAB FOR DETCOM____' TAB FOR COMSAB RACE SEX 


wh DATE OF BIRTH ay PLACE OF BIRTH 


- 
~~ 


Aaya ADDRESS | “(Ghow name of employing concern and address) 
UNKNOWN 


Igo - TIS LY — 


SVU ew] 


KEY FACILITY DATA: 16 AUG 24 1956 
GEOGRAPHICAL REFERENCE NUMBER RESPONSIBILITY 


INTERESTED AGENCI 


RESIDENCE ADDRESS”_UNKNOWN 


JdG: bb 
REGISTERED MAIL 3 1! 


G3) 
2 AUG 30 1956 
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Report Form 7, ta | 


FD-263.(8 32-85) ees . : os . y : a : 
Ae? Seete = Sek : Moyo 2 
P FEDERAL BUREAU OF INVESTIGATION 


- LEN. EKG pT OETA ; 

fe oe Op 7 eh ans a 

Reporting Office Office of Origin AT pete? a Investigative Period. ee 
NEWARK SEATTLE 10/9/56 | _8/759,1339/ At, 25/56 

TITLE OF CASE ~—_, [- Report made by : Typed By: : 

JAMES J. GILLIS ‘ ejm -! 


y CHARACTER OF CASE 


Yan iy a a eee ' 

lf LAWRENCE B.~ SIMPSON, ‘waco. SECURITY MATTER + C 

¢ ‘an : = > — 

} ¥ : 

ice Subject resigned from job at Accurate Manufacturing Company, | 
Garfield, Ned., on 4/6/56. and presently resides and is employed’ 

at a family operated rest home in Houghton, Wash. Newark- | 

{ 


no knowledge of subjecto 
cq .. 


fab Ce 
AGENCY 


w REQ. RECD = = 
RUC paATe FORW. & 
HOW FORN. 


SizeR7 


Washington, stated to SA ROBERT M. MAC NAMARA' that the SIMPSON _ 
family operated a rest home on Northeast 60th, Houghton, Washo 


Special Agent 
bd . in Charge 


Approved 


| Copies made: 


la Bureau (100~815h) REGISTERED 
—~ . Seattle (100-1313) REGISTERED MAIL 
1 - Newark (100+37587 ) : 


20 0CT15.~1956 
AY 

< aw ‘ 

ee 


; aon “ys | 
; Cck ae é ae ei . 
me a et 
CG i Ke ; 


. Proper tyfoP PBI —- This repo ay 19 


the ““COPInS DhstRG 


you by fb Bir gee neither 1t nor its contents are to be distributed oul’. 
ef ‘oe? i 


BB OCT 22 15H K\ 9, = } 


GOVERNMENT PRINTING OFFICE: 1955 Q— 344750 oi 
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Sheriff COREY stated the address was formerly Route 1, Box 272, 
Kirkland, Washo Sheriff COREY said that the SIMPSONS are a 
very clanish family and that they. operated a large rest home 

in a very secluded aréa in the undeveloped end of Houghton, 
Washe : 


On September 7, 1956, one MIKE FALK made available 
a list of registered voters to SA MAC NAMARA at the SIMPSON 
Rest Home: and it was noted that LAWRENCE:B. SIMPSON was regis= 
Lee as a legal voter in the State of Washington as of May, 
1956. gine SEES oe : bie oS 


On September 7, .1956, One MARVINAHOWLAND, 6008. 
108th Northeast, Houghton, Washes advised SA MAC NAMARA that 
“he fsa "shirt tall relative" of the’ SIMPSONS and that he 
observed the: subject at the SIMPSON Rest Home as recently 
as September 6, 1956, and believes thatthe subject is working 
there at the present timeo pig ie en 


Informants who have furnished reliable information 
in the past and who are familiar with certain phases of 
COMMUNIST PARTY (CP) activities in New: Jersey, advised they 


a 


have no knowledge of the subjects * © 
The COMMUNIST PARTY (CP) has been:designated 


by the Attorney General of the United States 
pursuant to Executive Order LOW50. 


EBs ” RUG twee 


’ NW 54195 Docid:34406101 Page 89 


NK 10037587 
ADMINISTRATIVE PAGE 


. 7 Date of Activity Agent to File Number 
Identity And/or Description Date whom ’ where 
of Source | of Information - Received Furnished Located 


‘ " Informants mentioned in the details of this report 
are identified as follows: 


8/9/56 HAROLD D. 
MILLER, 
RAYMOND F. 
HOYLE 


8/13/56 . ' ROBERT C. 
: : ’ ROSEMERE, 

JOHN Ho 

CONNORS 


“Careful consideration has been given to each source 
concealed and they were concealed only where necessarye 


REFERENCE 


Report of SA JAMES N. KENNEDY, JR. dated August 16, 
1955, at Newarke 


ADMINISTRATIVE PAGE 
= oe 
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FD-128 
(3-4-52) > 


Office Memorandum * UNITED STATES GOVERNMENT 


M +: SAC, NEWARK (100-37587) 


; 


ri : DIRECTOR, FSI (100-815)!) 
RO 


| SUBJECT: LAWRENCE B. SIMPSON, wa. 


DATE: October 17, 1956 


Card UTD 
SECURITY MATTER - C (0-26-56 
= ao 
ie J The captioned individual has been the subject of a security investi- 
gation by this office. The Seattle Division has verified the perma- 


nent presence of the subject in its division as residing and working at the 
addresses listed below. The Seattle Division is being considered 


the new office of origin. 
Residence Address: ortheast 60th 
Houghton, Washington 


Business Address: \FRest Home z 


Northeast 60th 


"__ Houghton, Washington 
Check the following applicable statements: 


ala 


(The Bureau is, requested to make the appropriate 
Security Index at’the Seat of Government, The 


This individual has been the subject of a Communist Index Card. 
This individual is the subject of a Security Index Card. 


c es in the 
Seattle 


Division should affix the addresses reflected above and the 


appropriate case file number.) 
This’ -subject=was: tabbed for Detcom, 
This subjeétiwaS tabbed for Comsab. 


Handwriting specimens have been furnished to the 
A photograph has been furnished to the Bureau. 


Pie lsice 


This subject was earried as a Key Figure or Top Functionary.” 


Bureau, 


Haar 


A security flash notice has-been placed with the Identification Division, > 
The following pertinent items are being forwarded to the new office of origin 


with its copies of this letter: 116 & 4 
ok oS: 
ne Security Index Cards Third card will be forwarded when received = 
an from resident agency. th 22 &. 
‘ Serials (specify) RECORDED - 67 100~ 8/54 a 


BY 
y?5'Report of SA LEO P. MC GILLECUDDY, Newark 11/2 


wp? Report of SA LEO P. MC GILLICUDDY, Newark 3 2h/5. 


Vio Report of SA ALVIN &. BUBEN, Newark,47/16/5h. 


Report of SA JAMES N, ee Gah Vewark 8/18/55. 


enue ee 


6) 
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STANDARD FORM NO. 64 


y oN \ ‘ * 
Mee Rae . 
Office Memorandum * UNITED STATES GOVERNMENT 
= : fs a os 
TO 8: Me J. Fe aaptthe DATE: October 22, 1956 
{ Tolson —___ 
Nichols 
prom Mr. T. Dd. pushing Boardman — 
e lmon' 
Oo Mohr : 
supyect: LAWRENCE B, SIMPSON - oe 
Bufile 100-81544 . gE og Tamm 
ae 
The case on the above-captioned individual Oh aces 


has been reviewed by the Department and the subject's Gandy 
name approved for inclusion in the Security Index. 


The memorandum reflecting departmental 
approval dated October 8, 1956, is located in 
Bureau file 100-398030 Serial 1627. 


ye 


TDR: pjm a RECORDED - 69 100~ 1S Ae — 3/ 
ff ENG ak 


CH E 


VN 


- GZ ocr od'igse 
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; As : A FD-122 
inna oases ok a (5-11-53) 


~ 


Office Memorandum + onitEp STATES GOVERNMENT 
TO : DIRECTOR, FBI (100-8154h) (REG.) _ pate: 10/2h,/56 
KLe ’ SAC, SEATTLE (100-1313) 


SUBJECT: LAWRENCE B. Seay wa. 


SM - ¢ : 
Card U.T.0. 
Vv NOV 1 19564 
ow It is recommended that a eset yy Index Card be Peepers on the 
7 : above-captioned individual. 


X The Security Index Card on the captioned individual should be 
_ changed as follows: (Specify change only) 


NATIVE BORN NATURALIZED ALIEN 


COMMUNIST, SOCIALIST WORKERS PARTY. INDEPENDENT SOCIALIST LEAGUE 


MISCELLANEOUS (Specify) 


TAB FOR DETCOM TAB FOR COMSAB RACE SEX 


DATE OF BIRTH PLACE OF. BIRTH 


{SSINESS ADDRESS (Show name of employing concern and address) 
Simpson Rest Home, N.E. 60th., Houghton, Washington 


at 
KEY FACILITY DATA: Ae 
GEOGRAPHICAL REFERENCE NUMBER mer 


INTERESTED AGENCIES 


RESIDENCE ADDRESS Rav NST "NOT RECORDED 
Herz ocr 29 1956 oy 


REM: jhd ey 
REGISTERED MAIL. dye yA 


2 - Bureau. ; 3 | S ta | o- 
5 Seattle - 60 NOV2 -1956 . i Ss fh? 


Sin Stee ae 
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= aN & 
STANDARD FORM NO. 64 7 2 | 
ae 


— 


Office Memorandum + unitEp STATES GOVERNMENT 
To : DIRECTOR, FBI (4100-81544) : DATE: 11/27/56 


t SAC, SEATTLE (100-1313) 


; 5 
SUBJECT: LAWRENCE p OsrwSion, Was ge 
SECURITY MATTER - C€ ; 
Reference report of SA JAMES J. GILLIS dated 
October 9, 1956 at Newark. 


On October 8, 1956 MIKE FALK, City Clerk, Houghton, 
Washington advised that he talked with the subject at the 
Simpson Rest Home. The subject stated that he is a Sea Captain 
by profession, however, he is not in good health at the present 
time. 


The subject said that he is the son of JOHN G. SIMPSON 
and that his brothers are MELVIN SIMPSON, KIMBALL SIMPS and 
HERBERT SIMPSON, deceased. ‘ The subject added that WALLIAGIHESON, 
who operates an Oldsmobile Agency in Kirkland, Washington 
the: son of HERBERT SIMPSON, 


Confidential Informants were contacted and all 
advised that: they had no information concerning the subject. 
These informants are familiar with vard#ous phases of Communist 
Party and CP front activities in the Seattle, Washington area. 


This matter is being placed in a closed status. 


@: ‘Bureau (REG. ) 


- Seattle 


RMM: jbt 
(3) 


) 
(a/ 


(NDEXED - 33 Neh-Ey¢-. EL ) 


9 22 me 42 NOV 30 1856 
“gO, 40F er 
Neste oe 


> 


IFS 
- 29 DEC 11 1956 


ioe 
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ae FD-122 
ssraxano FonM NO. 84 oo A (5-11-53) 
YW 


Office Memorandum e UNITED STATES GOVERNMENT 


To: DIRECTOR, FBI iconic (REG, ) pate: 7/8/57 
R se _ SAC, SEATTLE (100-1313) 


SUBJECT: LAWRENCE e.dimson, We. eee TH 


SM - ¢ ; 
y.1.0: 
bev . re 16 Phe 


It is pecdnmanded that a Security Index Card “be » prepared on the 
above-captioned individual. ~ : 


x The Security Index -Uard on the captioned individual should. be 
changed as follows: (Specify change only) 2 


NAME BS . 
ALIASES ; 3 ae 

NATIVE BORN NATURALIZED ALIEN 
COMMUNIST SOCIALIST WORKERS PARTY INDEPENIENT SOCIALIST LEAGUE 


MISCELLANEOUS (Specify) 


TAB FOR DETCOM Delete TAB FOR COMSAB RACE SEX. 


DATE OF BIRTH PLACE OF BIRTH 


BUSINESS ADDRESS (Show name of employing concern and address) 


/6-0—- Sho ee 


KEY FACILITY DATA: . ‘eens 
GEOGRAPHICAL REFERENCE NUMBER RESPONSIBILITY_j_ 


INTERESTED AGENCIES 
RESIDENCE ADDRESS 


2 - Bureau (REG.) : «Es 
a - eae 


Gy" "67 JULLZ 1987 
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|Report Form +n ef : 1 
FD-263 (5-12--55) e ~~ 


ry 


ES _ FEDERAL BUREAU OF INVESTIGATION 


Reporting Office B Office of origin NG é Tnvestigative Period 
SEATTLE = SEATTLE 9/25/57 | 9/11512513,16,18/57 


TITLE OF CASE Report made by . Typed By: 
Psy : ao SA ROBERT M. MAC NAMARA bgo 
| iP tawnmnce B.°StuPson, wase fi} BUARAGTERS OF SARE 


SECURITY MATTER - C 


aS . JO jo--/ 
ee ee ee ee . 


Synopsis: 


The subject resides and is sanioloyed as a handyman at the 
Simpson Rest Home, Houghton, Washington. During September, 1957 
confidential informants who are familiar with Communist Party and - 
Communist Party front activities in the Seattle; Washington area were _ 
contacted and all advised that they did not know the subjecte 


- Pe = 
TS, 
DETAILS: . 
AT HOUGHTON, WASHINGTON 
LAVRENGE STUPSON. resides and works as a handyman at the 


Simpson Rest Home, Houghton, Washingtone This rest home is operated 
by the subject's brother. 3 


“Source: Chief of Police MIKE’ oF 
FALK, on September 11, 
* ¥ 1957 
“ Houghton, Washington 


ret Aa E ¢ (} Gp [\ 


ide: (Ady é 
ge, rene 215 tem | 33 RECORDED - 
(4)- Bureau (100-8254) (REG) o.oo oe x. - 126 


3 = Seattle (100-1313) 


gp tt 
Property of FBI - This report is loaned to you by the FBI, and neither it nor its contents are to be distributed outside 


OL OCT LO GET 4269 aus crmenmmmecnenins 2 346780 zi 
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SE 100-1313 


ra 


COMMUNIST PARTY AND/OR COMMUNIST PARTY FRONT ACTIVITIES 


The Communist Party (CP), USA has been 
designated by the Attorney General of 
‘the United States pursuant to Executive 
Order 10450. 


During the month of September, 1957, confidential informants 
familiar with various phases of Communist Party and/or Communist Party 
front activities in the Seattle, Washington area were contacted and all 
advised that they did not know the subject. 


f 
t 


pe 


ro 
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UNITED STATES DEPARTMENT OF JUSTICE 


FEDERAL BUREAU OF INVESTIGATION 


In Reply, Please Refer to 


File No. 100~1313 Seattle 4, Washington 


September 25, 1957 7 


Re: LAWRENCE B. SIMPSON, was. 
_ Security. Matter =¢ 


Reference report of Special Agent ROBERT M. MAC. NAMARA dated 
September 25, 1957 at Seattle. 


All confidential informants referred to in referenced report 
have furnished reliable information in the paste 


“ever he thet Oli. C17 
1 do Bree 


hE Ret y 


belie htapetle ae 7% 4 ve 


Ne OS. 
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(a -STANFARD FORM No. 64 a 4_ 
oN 


"Office Morin - uMiied drhyes eae MENT K 


DIRECTR, FBI (100-Bashli) tae September hls we 957 me . 


i SAC, SEATTLE (100-1313) J (Ip 23jA4 _ pa babe ; 
ant Lr ae ) werde 


ya LAWRENCE B. SIMPSON, wase ee eh ' i 2S Ld ' 


SECURITY MATTER “ c Che" Ao, 


00: SEATTLE ee orice Wf on ) | 


Herewith transmitted is the uo wt of SA ROBERT M. MAC ty 
dated September 25, 1957 at Seattle, Washingtong with letterhead memo 


This case has been re-evaluated in the light of present criteria 
for inclusion on the Security Index and since the subject has not been 
active in Conmunist Party or Commnist Party front affairs by his ow 
admission since 1946 it is recommended that the subject be removed from 
the Security Index. 


The subject has been interviewed by Bureau authority on October 29, 
1953, November 3, 1953 and February 19, 1954. He also appeared before the 
United7States Coast/Guard’Local'Appeals: Board, Seattle, on February 28, 
1952s On.all of these occasions the subject readily admitted his member- 
ship in the Communist Party from approximately 1932 to 196. Subject denies 
himself or the Communist Party advocates force and violencee The subject . 
however admits that he is a Marxist and stated that he dropped out of the 
Communist Party because that organization was in a state of utter confusion. 
During these interviews the subject has been very free and is overly 
willing to discuss Marxism, however, he has declined to identify other 
Communist Party memberse 


It is not being recommended that the subject be reinterviewed 
because it is felt that another interview with the subject will amount 
to nothing more than another "bull session" wherein the subject tries 
to explain his philosophye 


A recent photograph of the subject is available. 


During the course of this investigation the following informants y». 
were contacted by the agents named on the date indicateds Cr 


contacted by SA J. FRANCIS SULLIVAN on September 16, 1957 
contacted by SA J. FRANCIS SULLIVAN on September 16, 1957 
contacted by SA ROBERT H, WICK on September 16, 1957 

contacted te SA ROBART M. MAC NAMARA on September 13, 1957 | 


, Co» Bureau (Enclosures - RES. we Ye 
\ 3 - Seattle : 


BMMtb Z — gis 
()y MO I 
Ht Dow cree OY ; 


LO-0# SS? a OCT 2 We 
DePllat2/ — gshh 
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contacted by SA CHARLES E. ROBINSON on September 18, 1957 
contacted by SA CHARLES E. ROBINSON on September 18, 1957 
contacted by SA EDWARD BREKKE on September 18, 1957. 
contacted by.SA EDWARD BREKKE on September 18, 1957 
contacted by SA JAMES H. SANDUSKY on September 18, 1957 
contacted by SA JAMES H. SANDUSKY on September 18, 1957 


LEAD 
The Seattle Division 


At Seattle, Washington 


The Bureau is being requested to consider removing the subject 
from the Security Indexe Will delete subject's name from the Security 
Index when approved by the Bureau. 


REFERENCE: Report of SA JAMES J. GILLIS dated October 9, 1956 at Newark. 
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_ Boardman 


Conant OCT SE ae 


. 


a 


Tolson 
Nichols 


Belmont 
Mohr 
Parsons 
Rosen 
Tamm 
Trotter 
Nease 
Tele. Room 
Holloman 


we 


SAC, Seattle (100-1313) . October 14, 1957 
RECORDED - 82 


Director, FBI (100-81544) - oY 


LABRENCE B. SIHPSOW 
SECURITY HATTER ~ C 


Reurlet dated September 25, 1957, recommending 
that the subject's name be renoved from the Security 


Index. 


A revtew of Bureau file tn this matter reflects 
in an interview in 1954 the subject aduttted nenbership 
in the Connunist Party from 1920 to 1946, In addition, 
at'the time of this interview. Subject descrtbed hinself 
as a "Leninist"” and stated that tn case of war with Russia 
hts sympathtes would lie with Bussta, It 48 further 
noted that in an interview on February 19, 1954, and 
again on June 29, 1954, subject retterated the fact 
thet he still belteved tn conmuntsm and considers 
himself to be-a Marzist. In view of the above the subject's 
name ts detng retained in the Securtty Inder at thts 


time. 


NOTE ON YELLOW: 


. _ Subject was approved by the Department for 
incluston in the Security Index by memorandum dated 


10/8/56. 


gees WAYS hy aa 


Ber 


bi See ait ys 
TESS Ben) hog, 
AED SS UECEIAED -BEUSRT 


OCT 14 1957 


A 


va tage 
eee l’é: ur. Jackson / D: 


de 
De 


— partes eaer 3). Bey oe : 
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Report Farm op - 
FD-20o (S1255) < _ Aw 


- FEDERAL BUREAU OF INVESTIGATION 


_ 


office of Origin eT), 
SEATTIE | BF 21/58 


Investigative Period 


8 1,5-8,11, 14 58 


Reporting Office 


SEATTLE 


Time OF CASE < Report made by Typed By: 
f } ) B. HARRY WYNN hke 
| LAWRENCE B. SIMPSON, was. CHARACTER OF CASE 


SECURITY MATTER ~ C 


Synopsis: 


Subject continues to reside at the Simpson Rest Home, N.E. 60th, 
Houghton, Washington, and is employed as a handyman at the 
Simpson Rest Home in that city. During August, 1958, 
confidential informants familiar with CP and CP front 
activities in the Seattle, Washington, area were contacted 

and all advised that they did not know the subject. 


-C- AGENCY. fake. EMS NY 


DETAILS: 
AT HOUGHTON, WASHINGTON 


) oh 
On August 5, 1958, MIKE FALK, Chief of Police, (i epoeees, 
Houghton, Washington, advised that the subject resides and 
works as a handyman at the Simpson Rest Home, Houghton, 
Washington. This Rest Home continues to, be operated by the 
subject's brother at N.E. 60th Street. 


Do not write in spaces below 


Bureau (100-815) (REG) 
8 - Seattle (100-1313) 


Property of FBI = This report is loaned to you by the FRI, and neither it nor its contents are £9 be distributed outside 


the agency tos h loaned. 
€ AUG Z 9 19 Yr U. S. GOVERNMENT PRINTING OFFICE:1956 O—385319 
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SE 100-1313 


COMMUNIST PARTY . 


AND/OR COMMUNIST PARTY FRONT ACTIviTius 


+The Communist Party, USA (CP) has been 
designated by the Attorney General of 
the United States pursuant to 
Executive Order 1050. 


During the month of August, 1958, confidential informants 
familiar with various phases of GP and/or CP front activity in 
the Seattle, Washington, area were contacted and all advised 
that they did not know the subject. 
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ST : ; _ oa 4 . 
Op bea, i es 
* Ss — 

é pone 


= “ef pods. 
See Office Mens ple * UNITED STAu#8 GOVERNMENT | 


TO: / - DIRECTOR, FBI ‘(100-815h1) DATE: AUG 2 1 1988 
; 
eh SAC, SEATTLE (100-1313) 
4] SUBJECT: LAWRENCE 3? SIMPSON, was. 
SM - Cc. : age Ne ee 
(00-SEATTLE) ‘ 


Enclosed herewith is the report of SA B. HARRY WYNN, ‘ 
dated and captioned as above, at Seattle, Washington, together 


with letterhead memorandum for dissemination purposes. : Ne 


REFERENCE 


Report of SA ROBERT M. MAC NAMARA dated 9/25/57 at 

Seattle. ; ‘ 
ADMINISTRATIVE 

“INFORMANTS ; 


Ee by SA H. EDWARD MC NULTY 


O, respectively. 


~ ———— by SA EDWARD BREKKE 
(. } 1 Laer respectively. 
Ab e) 
 @ i | | 
- B u (Enel. 8Y : 
3he Goattle : ne * 196 ; 
BHW :Hike? Thon ae ; 
(agy Bein: K H 
NEC, eu nee eos ; Z 
peed ~ 20 ree yy (Mr FISYY- 36 | 
> : ~ 53 “a | 
EX-136 7 AUG 25 195 Roy 


gy — = 
66 AUG 2.9 1999 


a 
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FD 305 (12-4-57) Sak Ser eins 


K/ Subject's name is included in the Security Index. 
The data appearing on the Security Index card are 
current. ic 
Changes on the Security Index card are necessary. 
and Form FD-122 has been submitted to the Bureau. . 

/-¥7 A suitable photograph 8 Lh is not available. : 
/_x/ Careful consideration has ae ven to each source Phe go Meee has 
concealed and T symbols were abilieed only in those : Be ys Wo 
instances where the identities of the sources must - aca ia 
be concealed. : sae { 
a 7 Subject is employed in a key facility and acre 
is charged with security REePpuP era Ee es TESTER ETE 3 el eRe 
agencies are : a sas ht 
=/ This report is classified “~~ C#é CIN ea 


(eteke reason) 


“"X7 Subject was not reinterviewed because (state pasaon) 


subject was interviewed in 1954, at which time: jeubaot an 
described himself as a "Leninist" and stated that in 0. = 
case of war with Russia, his sympathies would lie with, 0.000: 
Russia. When interviewed on 2/19/5). and again on 6/29/5h, trie 
subject reiterated the fact that he still believed in =: pends 
Communism and considers himself to be a Marxist. : oe are a 


ae fh This case no longer meets the Security Index criteria 
and a letter has been directed to the Bureau recom- . ae : . o3 
; mending cancellation of the Security Index. card. : ae 
{.X.’ this case has been re-evaluated in the light of the. 
Security Index criteria and it continues to fall . . 2% 
within such criteria because (state reason) eee: : 
subject was a member of the Communist Party from 1920 . .... ‘ 
to 1946. When interviewed by Bureau Agents, subject has... - 
'. described himself as a "Leninist" and Marxist.. When 
interviewed in 1954, subject advised that he eset. 
believes in Communism. ; 


a ee 
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Lo. 
UNITED STATES DEPARTMENT OF juSTICE , 


FEDERAL BUREAU OF INVESTIGATION 


In Reply, Please Refer to 
File No. 100-1313 Seattle h, Washington 


AUG 2 1 1958 


R&: LAWRENCE B. SIMPSON, was. 
SECURITY MATTER - 


Reference is made to report of Special Agent B. HARRY 
WYNN, dated and captioned as above, at Seattle. 


: Confidential Informants mentioned therein are 
sources who have furnished reliable information in the past. 


: This report is loaned to you by the FBI and neither 
it nor its contents are to be distributed outside the agency 
to which loaned. 


bhp 
Copy to.. 
by rete 


CJ info {4 Retior 
44 


AIs 
/b0-~ BLS AfKf 36 
=NCLOSUB ER ON 


AE 
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a 
Report Porm x 
FD-263 oe aie _ ra 
- ° ~-FEDERAL BUREAU OF INVESTIGATION 
Reporting Office « Office of Origin iy ye -| Investigative Period 
Seattle Seattle G19 1958 | 7/10/59 - 8/11/59 
TITLE OF CASE Report made by Typed By: 
; B, HARRY WYNN MAP 
WV / LAWRENCE B, SIMPSON, aka. |“ 
‘aT eee - i 
' e SECURITY MATTER - ¢ 


Synopsis: 


Reference: Report of SA B, HARRY WYNN dated 8/21/58 at Seattle, 
Status: 2. Cis , 
Informants: Informants contacted regarding subject: 
SOURCE DATE OF CONTACT AGENT CONTACTING 
7/10/59 LESTER O, GALLAHER 
7/13/59 ROBERT H, WICK . 
7/13 ie3 H, EDWARD MC NULTY 
7/13 ys H, EDWARD MC NULTY 
A(b)(7) - (D) Toes JAMES H, SANDUSKY 
7/15 tee JAMES H, SANDUSKY 
7/20/59 J. FRANCIS SULLIVAN 
1/20/59 J. FRANCIS SULLIVAN, 
7/29/59 EDWARD BREKKE 
7/29/59 EDWARD BREKKE 
! 
Approved a oat 7 Do not write in spaces below 
Copies made: 
(@)- Bureau (100-8194) (REG. ) /to- SISAA HB ‘4 REE- 90 
3 - Seattle (100-1213) == 


eS mene i , 


6 Sy og, ue 21 1988 

COPIES DESTROYED 7) es ae —— 
; ip bey, N>. oe Tia 
42 EF 25 1974 CB ay, 06 1. po 


slip for 
[| action 


27 


a“ 


'.” Property of FBI - This report’is/loamed to you by the FBI, and neither it nor its contents are to be distributed outside the agency to which loaned. ; 


QDRE * 
ae 


2 U.S, GOVERNMENT PRINTING OFFICE: 1953 O—344750 


ae 
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FD-305 (1-29-58) 3 
Ge 


+ 
a” ed eee 


o~ 
aN, 


13 Subject's name is included in the Security Index. 
2 Be The data appearing on the Security Index card are 
current. 
3.[__] Changes on the Security Index card are necessary 
and Form FD-122 has been submitted to the Bureau, 
4,[#] A suitable photograph (-X] 1s [__] 1s not available. 
5.[.] Careful consideration has been given to each source 
concealed and T symbols were utilized only in those 
instances where the identities..of the sources must 
be concealed. : 
6.[—~ ] Subject 1s employed in a key facility and 
is charged with security responsibility. Interested 
agencies are . 
7.[] This report is classified because 
(state reason) 


Fi 


8.0%] Subject was not reinterviewed because (state reason) 

a Subject was interviewed in 1954, at which time he 

described himself as a "Leninist" and said that in 

| the event of war with Russia, his sympathies would 
lie with Russia, When interviewed on 2/19/54 and 
6/29/54 subject reiterated that he still believed 
in Communism and considers himself a Marxist. 


9.(__] This case no longer meets the Security Index criteria 
and a letter has been directed to the Bureau recom- 
mending cancellation of the Security Index card. 
10.[e_] This case has been re-evaluated in the light of the 
Security Index criteria and it continues to fall 
within such criteria because (state reason) 
Subject was a member of the Communist Party from 

1920 to 1946, At time of interview subject described 
| himself as a "Leninist" and"Marxist." In 1954 subject 
stated he still believes in Communism, Retained on 
: SI in view of Bureau's decision relative thereto, 
| per Bulet 10/14/57. 


A 
COVER PAGE 
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MS 


Copy to: 


Report of: 
Date: 


File Number: 


Title: 


Character: 


Synopsis: 


FD-204 (Rev. 9-23-58) 


teal 
aN . 


UNITED STATES DEPARTMENT OF JusTICE ms 
FEDERAL BUREAU OF INVESTIGATION 


SA B, HARRY WYNN «Office, SEATTLE 
AUG 1.9. 1959 Bo eh, Mes 


Bufile 100-81544 Sefile 100-1313 
LAWRENCE B, SIMPSON, aka 


SECURITY MATTER - C 


Subject continues to reside at the Simpson 
Rest Home, N.E. 60th, Houghton, Washington, and is employed 
as a handyman at the Simpson Rest Home, During July, 1959 
confidential informants familiar with CP and CP front 
activities in the Seattle, Washington area were contacted 
and all advised subject was unknown to them, 


aes 
DETAILS: 
AT HOUGHTON, WASHINGTON 


On 8/11/59 Sgt. Ed. Kelley, Houghton, Washington 
Police Department advised that. the subject continues to 
reside and is employed as a handyman at the Simpson Rest Home, 
which is’ owned by subject's brother, at NE, 60th Stret 
Houghton, Washington, : 


COMMUNIST PARTY AND/OR COMMUNIST PARTY FRONT ACTIVITIES 


During the month of July 1959, confidential 
informants familiar with various phases of CP and/or CP 
front activity in the Seattle, Washington area were contacted 
and all advised they did not know the subject. 


This. document contains neither recommendations nor conclusions of any kind. I? is the property of the FBI, and is a loan to your agency; 


5 


it and/or its contents are not to be distributed outside your agency. 16—74625-1 Gro 


NW? 54198 Docid:34406101 Page 109 


SE 100-1313 


The Communist Party (CP), USA, 

has been designated by the Attorney.. 
General of.-the United States 
pursuant to Executive Order 10450, 


-2- 


ye = eS ete eps 


NW? 54198 Docid:34406101 Page 110 
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— Red 
UNITED STATES DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATION 


In Reply, Please Refer to Seattle, Washington 


File No. . AUG L9 1958 
Ne 400-1313 


RE: LAWRENCE B, SIMPSON, aka 
SECURITY MATTER - C 


Reference is made to the report of Special 
Agent B, HARRY WYNN, dated and captioned as above at 
Seattle, Washington, 


“All confidential sources and informants 
utilized in referenced report have furnished reliable 
information in the past, 


This docunent contains neither 

vions nor conclusions 
os is tho propert+ 
is loaned to your 
d its contents are 
tributed outside 


of the FRI 

agency; i 
not to be 
your agency 


oh Et 
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gee ar es CORP PDRE TAL si = Liaison 
Mien, Le, nes 1 - Pettit 


Mh r00-21544 _ 4 4 


Dates August 27, 1959 


To: Director 
Central Intelligence Agency 


Attention: Deputy Director, Plans 


ue 
ok From John Edgar Hoover, Director 
* subject: LAWRENCE B, SIMPSON 7 
| (SECURITY MATTER - C 


ea” Tat aip wo eee 


A(b)(3) - 50 USC 3024(i)(1) - Intelligence Sources and Methods 


Upon removal of the clasBified enclosure this 
transmittal letter becomes unclaastifieH 


Enclosures (10) 


Simpson was 
arrested in Germany in 1935 or 7936 and served a sentence 
upon being charged with "treason." This letter is classified 
"Confidential" as an enclosure is so classified. ; 
The enclosure is classified "Confidential" as it contains 
information from informants of continuing value and the 
unauthorized disclosure of the information could reasonably 
result in their exposure. Sertals 20, 23, 24, 25, 28, 29, 
33, 35, and 2 memoranda attached to Serials 33 and 35 are 
enclosures with this letter. : - 
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‘ Report Form , ee 

FD-263 (5-12-55) Bre x 


~ Hn 


' FEDERAL BUREAU OF INVESTIGATION 


Reporting Office Office of Origin Date Investigative Period 
SEATTLE SEATTLE 8/11/60 TAA - 8/10/60 
TITLE OF CASE : Report made by Typed By: 
O |__ SA F, CLARE DORWART JP 
LAWRENCE B, 


SIMPSON, Aka. ; CHARACTER OF CASE 


SECURITY MATTER - C S 


REFERENCE: 


Report of SA B, HARRY WYNN dated 8/19/59 at\Seattle. 
STATUS: CLOSED 
ADMINISTRATIVE: 


‘Informants contacted regarding the subject: 


SOURCE DATE OF CONTACT CONTACTING AGENT 
7/25/60 LESTER O, GALLAHER 
7/25/60 ERLING W. HARBO 
oy oe 7/20/60 ERLING W. HARBO 
7/20/60 ERLING W. HARBO 
7/14/60 H, EDWARD MC NULTY 
7/14/60 H. EDWARD MC NULTY 
7/20/60 ROBERT H, WICK LL 


* Approved cr fa aa) . Do not write in spaces below 
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3 = Seattle (100-1313) | ty AUG 15 joey i 
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SOURCE 
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DATE OF CONTACT 


Page 132 


Ye 
7/18/60 
7/18/60 
VAB/60 

1 5 
VAE/60 


COVER PAGE 
B 


“CONTACTING AGENT 


JAMES H. SANDUSKY 
JAMES H, SANDUSKY 

J, FRANCIS SULLIVAN 
J. FRANCIS SULLIVAN 
GERARD L, HAWKINS, JR. 
GERARD L, HAWKINS, JR. 
GERARD L. HAWKINS, JR. 


-FD-305 (Rev. 1-25-60) 


SE 100-1313 in 

‘1X Subject's name is included in the Security Index. 

2.KXx] The data appearing on the Security Index card are 
current. : 

3.[[_] Changes on the Security Index card are necessary 

. and Form FD-122 has been submitted to the Bureau, 

4 XX A suitable photograph is [[_] is not available, 

5.[_] Careful consideration has been given to each source 
concealed and T symbols were utilized only in those 
instances where the identities. of the sources must 

. be concealed, . " 

6.[[_] Subject is employed in a key facility and : 
is charged with security responsibility. Interested 
agencies are ‘ 

7.{__] This report is classified “because 
(state reason) 


8.xx] Subject previously interviewed (dates) 2/19; 6/29/54 ‘ 
Subject was not reinterviewed because (8tate reason 
When interviewed in 1954, subject described himself as a 
"Leninist" and said that in the event of war with Russia 
his sympathies would lie with Russia. When interviewed 
on 2/19/54 and 6/29/54, subject reiterated that he still 
believed in Communism and considered himself a Marxist. 


9,{__] This case no longer meets the Security Index criteria 
and a letter has been directed to the Bureau recom- 
mending cancellation of the Security. Index card. 

10.Kxx# This case has been re-evaluated in the light of the 
Security Index criteria and it continues to fall 
within such criteria because (state reason) 
Subject was a member of the CP from 1920 to 1946. At the 
time of interview he described himself as a "Leninist" 
and a "Marxist." In 1954 subject stated he still 
believes in Communism. Retained on SI in view of 
Bureau's decision relative thereto, per Bulet 10/14/57. 


11.(RXX Subject's SI card [] is {XXX is not tabbed Detcom, 
[XXX] Subject's activities [~ ]do XXxXdo not warrant Detcom 
tabbing. 2 


COVER PAGE 
feu 
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¥D-204 (Rev. $-3-59) 
~~} Vea? : . 
UNI:..2<D STATES DEPARTMENT OF JU “MICE 
FEDERAL BUREAU OF INVESTIGATION 


Copy to: 

Report of: SA F, CLARE DORWART . a Office: SEATTLE 

Date: 8 /. iL vA, ‘60 7 , - ; ae 

Field Office FileNo: SE 100-1313 Bureau File No: 100-81544 
Title: LAWRENCE B, SIMPSON , 


Character: SECURITY. MATTER - Cc 


Synopsis: Subject continues residence at the Simpson Rest 
Home, N. E. 60th, Houghton, Washington, where he is also 
employed as a handyman. During July, 1960, confidential 
informants familiar with CP and CP front activities in the 
Seattle, Washington area were contacted and all advised 
that subject is unknown to them. 


2 Ce 
DETAILS: 


On July 14, 1960 Chief of Police MIKE FALK, Houghton, 
Washington, advised that the subject continues to reside and is 
employed as a handyman at the Simpson Rest Home at N. E. 60th 
Street, Houghton, Washington. This rest home is owned by the 
subject's brother. 


COMMUNIST PARTY AND/OR COMMUNIST PARTY FRONT ACTIVITY 


The Communist Party, USA, has been designated 
py the Attorney General of the United States 
pursuant to Executive Order 10450. 


During the month of July, 1960, confidential infor- 
mants familiar with various, phases of CP and/or CP front 
activity in the Seattle, Washington area were contacted, and 
all advised tht they did not know the subject. 


‘This document contains neither recommendations nor conclusions of the FBI. It is the property of the FBI and is loaned to your agency; it and 
its contents are not to be distributed outside your agency. 
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FEDERAL BUREAU ee IVESTIGATION 


S ) 


REPORTING OFFICE OFFICE OF ORIGIN INVESTIGATIVE PERIOD 


SEATTLE 5 SEATTLE 28/61 6/1 ~ 14/61 
TLE OF CASE PORT MADE BY TYPED BY 
SA F. CLARE PORWART milk 


O (CHARACTER-OF CASE 
LAWRENCE BY SIMPSON,. aka.- 


A 


SECURITY MATTER - C 


SYNOPSIS: a\t= 
REFERENCE: Report of SA F. CLARE DORWART, Seattie, 
ue ae dated August 11, 1960. z 
STATUS: . -CLOSED - 
ADMINISTRATIVE: 
Informants contacted regarding the subject: 
SOURCE DATE OF CONTACT CONTACTING AGENT 
6/14/61 LESTER 0. GALLAHER 
6/7/61 ERLING W. HARBO 
6/7/61 ERLING W. HARBO 
MPIA(OY(7) - (D) 6/7/61 ERLING W. -HARBO 
6/1/61 JAMES 'H. SANDUSKY 
6/1/61 JAMES H. SANDUSKY 
6/7/61 JAMES H, SANDUSKY 
6/7/61 JAMES H. SANDUSKY 
APPROVED 7 SS INCHARGE DO NOT WRITE IN SPACES BELOW a 
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GERARD L. HAWKINS, JR. 
GERARD L. HAWKINS, JR. 
GERARD L. HAWKINS, JR. 


J, FRANCIS SULLIVAN 


’ . & FRANCIS SULLIVAN 


J. FRANCIS SULLIVAN 
J. FRANCIS SULLIVAN 
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SE 100-0313 


Subject's name is included in the Security Index. 
The data appearing on the Security Index card are 
current. 

Changes on the Security Index card are necessary 
and Form FD-122 has been submitted to the Bureau. 

A suitable photograph is [-] is not available, 
Careful consideration has been given to each source 
concealed and T symbols were utilized only in those 
instances where the identities.-of the sources must 
be concealed. : 

Subject is employed ina key facility and 

is charged with security responsibility. Interested 
agencies are @ 

This report is classified because 
(state reason) 


10/29; 11/3/53; 
Subject previously interviewed (dates) 2/19; 6/29/54 
Subject was not reinterviewed because (state reason 

when interviewed in 1953, subject described himself as a 


'"Leninist" and said that in the event of war with Russia, 


9.0] 


10.LX 


3 


his sympathies would lie with Russia. When interviewed 
on e/ig/sh and 6/29/54, subject reiterated that he still 
believed in Communism and considered himself a Marxist. 


This case no longer meets the Security Index criteria 
and a letter has been directed to the Bureau recom- 
mending cancellation of the Security Index card. 

This case has been re-evaluated in the light of the 
Security Index criteria and it continues to fall 
within such criteria because (state reason) 

subject was a member of the CP from 1920 to 1946. At 
the time of interview in 1953, he described himself as 
a "Leninist" and a "Marxist". In 1954 subject stated 
he still believes in Communism. Retained on SI in view 
of Bureau's decision relative thereto, per Bulet 10/14/57. 


Subject's SI card is [x ]is not tabbed Detcom, 
Subject's activities [~ ]do [x ]do not warrant Detcom 


Rehbing COVER PAGE 
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- UNITED STATES DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATION 


Copy to: 

Report of: SA F. CLARE DORWART - ~*~ - ~ Office: SEATTLE, WASHINGTON 
Date: June 28, 1961 

Field Office File No: 100-1313 ; Bureau File No: 100-8154 

Title: LAWRENCE B. SIMPSON 

Character: SECURITY MATTER - C 

Synopsis: Subject continues to reside at the Simpson. Rest Home, 


. NE 60th, Houghton, Washington, where he is also employed 
as a handyman. During June, 1961, Confidential Informants 
familiar with CP and CP front activities in the Seattle, Washing- 
ton area were contacted and all advised that the subject was 
unknown to them. 


-C- 


DETAILS: 


On June 14, 1961 Chief of “Police MIKE FALK, Houghton, 
Washington, advised that the subject continues to reside and 

is employed as a handyman at the Simpson Rest Home at. N. E. 60th - 
Street, Houghton, Washington. This rest home is owned by the 
subject's brother. . : ; 


COMMUNIST PARTY AND/OR COMMUNIST PARTY FRONT ACTIVITY 


The Communist Party, USA (CP) has been des- 
ignated by the Attorney General. of the United 
States pursuant to Executive Order 10450. 


This document contains neither recommendations nor conclusions of the FBI. It is the property of the FBI and is loaned to your agency; it and 
ita contents are not to be distributed outside your agency. 
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During the month of June, 1961, Confidential Informants 
' familiar with various phases of CP and/or CP front activity in 


the Seattle, Washington area were contacted and all advised that 
they did not know the subject. 
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SAC, Seattle (100-1313) 
ee 


gp imbirector, FBI (1000-81544) 4- 


LAWRENCE B. SIMPSON . 
SECURITY MATTER ~ C 


1 - Mr. Pettit | 
July 19, 1961 


| 
(wh | 
[ 


Subject's file has been reviewed at the Bureau. cra 


Subject was a member of the Communist Party (CP) from 1920 
to 1946. When he was interviewed in 1953 


» he described himself 


| 


as a Leninist and said that in the event of war with Russia his | 


sympathy would lie with Russia. 


He was last interviewed in 


June, 1954, and stated that he still considered himsel? a 


Marxist. : 


There has been no report of CP activities on the 


part of the subject in recent years. 


It is believed that 


another interview with him should be had at this time. 


Accordingly, unless you are in possess 
would make an interview inadvisable3,. he should be interviewed 
in accordance with current Bureau instructions relative to 
interviews with subjects of security investigations. Submit 
the results in report form with your recommendation as to his 


’ Security Index status. 


Cy oe todb 9h 
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age; employed as a handyman. 
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Subject on Security Index. 


ion of information which 


Fifty-nine years of | 


OPTIONAL FORM NO. 10 
5010-104—02 


UNITED .STATES GOY'NMENT 2 
Memorandum 


ro: DIRECTOR, FBI (100-81544)(REG.) . 8/8/61 


FROM SAC, SEATTLE (100-1313) 
/ ; 
J 0 
su¥iner: LAWRENCE B. “SIMPSON, aka 
we? SECURITY. MATTER - C - 


Reference is made to the report of SA F, CLARE 
DORWART, Seattle, dated August 18, 1961 which retfects 
the interview of the subject on August 8, 1961. 


Based upon the information contained ii the 
report, and for the reason that subject appears to have 
had no connection with the Communist Party, nor to have 
engaged in any other activity inimical to the best interest 
of the United States since 1946, it is recommended that he 
be removed from the Security Index. 


6) - Bureau 
- Seattle 
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‘  “feport Form -9 a, ie ~ 
FD-263 (5-12:55,) : 


| FEDERAL BUREAU OF INVESTIGATION 


Office of Origin i. Date 
SEATTLE 8/18/61 
Report made by 


SA F, CLARE DORWART 
CHARACTER OF CASE 


Reporting Office 


SEATTLE 
TITLE OF CASE 


Investigative Period 
8/8 - 10/61 
Typed By: 


dap 
LAWRENCE nO seaeeon aka 
sm -¢ 


- 
a REFERENCE : Repors of SA F, CLARE DORWART, Seattle, dated 
2 H ; 


Bureau letter to Seattle dated 7/19/61. 
STATUS 7 - Pe- 
' ADMINISTRATIVE: 
EVALUATION OF INTERVIEW 


When interviewed on August 8, 1961, as set forth in 

‘ this report, Mr. SIMPSON was courteous and frank during his 
interview with the Agents. He is quite hard of hearing which 
appears to account for his being rather slow and deliberate 
in his conversation. From his remarks he appears to be a firm 
believer in the welfare state and believes that the United 
States is headed in that direction. He does not appear to Cy 
be above average in intelligence and would not be termed an 
educated man. He admits that he studied Marx when he was in 


Special Agent 
Approved Ap Y hee Ohne Do not write in spaces below 
r 


Copies made: 


- Bureau’ (100-81544) (REG, ) 
3 + Seattle (100-1313) 
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pe ye ly 
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SE 100-1313 


high school and believes that some of Marx' theories were 
sound. It appears that, when he became a member of the 

Communist Party, he was completely willing to perform any 
task which would further the aims of the CP. : 


There is presently no indication that the subject 
has any subversive connections or is engaged in any activity 
inimical to to the best interests of the United. States. 


The subject has living quartets in a building adjacent 
to the main building of the Simpson Rest Home where two small 
sons, approximately four and five years of age, reside with 
him. He stated that his wife is in a New York Hospital. The 
living quarters and the two sons were very unkept and dirty 
which gives a very definite impression of slovenliness on the 
part of the subject. 


LEAD 
SEATTLE DIVISION 
-Will take such action as is suggested by Bureau in 


connection with Seattle recommendation that the subject be 
removed from theSecurity Index. 


~ BY - 
COVER PAGE 
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SE 100-1313 


1.[XxX} Subject's name is included in the Security Index. 

2.[ XX] The data appearing on the Security Index card are 
current, 

3.{-_] Changes on the Security Index card are necessary 
and Form FD-122 has been submitted to the Buréau. 

4 [XX] A suitable photograph [XX] is [__] is not available. 

5.[_} Careful consideration has been given to each source 
concealed and T symbols were utilized only in those 
instances where the identities.of the sources must 
be concealed. ‘ 

6.[-_] Subject 1s employed in a key facility and 
is charged with security responsibility. Interested 
agencies are ‘ . 

7.0] This report is classified ‘ because 
(state reason) 


10/29; 11/3/53 
8 .[Xx] Subject previously interviewed (dates) 2/19; 6/29/54 ‘ 
[_] Subject was not reinterviewed because (state reason ; 


9.(xx] This case no longer meets the Security Index criteria 
and a letter has been directed to the Bureau recom- 
mending cancellation of the Security Index card. 

10,[__] This case has been re-evaluated in the light of the 
Security Index criteria and it continues to fall 
within such criteria because (state reason) 


11.[x%xj Subject's SI card [7] is is not tabbed Detcom, 
[xx] SubjJect's activities [7] do do not warrant Detcom 
tabbing. ‘ 
- Ce - 
COVER - PAGE 


\ 


\ 
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UN1:1 ED STATES DEPARTMENT OF JUSTICE 
FEDERAL BUREAU OF INVESTIGATION 


Capy to: 

Report of SA F, CLARE DORWART : Office: “Seattle, Washington 
Date: August 18, 1961 : : 

Field Office FileNo: 100-1313 Bureau File No: LOO-81544 


Title: LAWRENCE B, SIMPSON 


Character: SECURITY MATTER = C 


Synopsis: 
Subject interviewed at his quarters ‘at Simpson 

Rest Home, NE 60th, Houghton, Washington, on August 9, 1961. 
Subject states that he still believes in some of Marx! 
teachings and believes that the United States is proceeding 

_4n the direction of a welfare state and that a revolution | 
would be unnecessary to bring this about. He stated he was 
not interested in the Communist Party and believed that it 
was too badly split to be effective. He stated that he 
knows no one in the Communist Party in the Seattle area and 
has had no contact with the party nor with any of its members. 
He stated that in a conflict between Russia and the United 
States his sympathies would lie with the United States. 


- Pu 
DETAILS 
At Seattle, Washington 
\ 
Ve 
‘ This document contains neither recommendations nor conclusions of the FBI. it is the property of the FBI and is loaned to your agency; it and 
. its contents are not to be distributed outside your agency. n 
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Date “August 9, 1961S * 


At 1:30 p.m. on August ®, 1961, Special Agents 
JOSEPH P. MacFARLAND and F. CLARE DORWART called on the subject 
at his quarters at Simpson's Rest Home, N.E. 60th Street, 
Houghton, Washington. Special Agent MacFARLAND identified himself 
to the subject afterwhich Special Agent DORWART was introduced. The 
subject shook hands with the Agents and invited them in to his 
quarterss. 


2 


Mr, SIMPSON, although auite hard of hearing, was cordial 
and freely discussed matters with the Agents. He stated that he 
first studied Marx when he was in high school and béliseved in many 
of Marx teachings. He stated, however, that he has had no contact 
with the Communist Party since he returned to the state of Washington 
in 1950 and knows no one in the Communist Party in the Seattle area. 


Mr. SIMPSON stated that he had sailed in the merchant 

marine for 30 years and as a member of the Communist Party carried 
material to and from foreign Communist Party members; that because 
of this activity he was arrested in Germany and sentenced. In this 
connection he stated that he was given no instructions and there was 
no designated person for him to contact but that he made his own 
contacts among Commun‘st Party members in foreign countfies. He did 
‘not know the names of the persons from whom he received: the material 
nor to whom he gave the material. He volunteered the information 
that he received the specifications on the German battleship Bismark 
before the keel of that shin was ever laid, stating that: the material 
had sppcrently be obtained by a party member in the shipyards and 
passed on. He delivered the material to Commun‘ st Party members in 
this country at New York City. 


The subject stated that he believed thet th's country was 
headed in the direction of a welfare state and that a revolution was 
not necessary to bring it about, stating that many social benefits 
have been adopted in th’s country during the past 20 years. He stated 
that Russia's present position on the Berlin question seemed logical 
to him in that they want a friendly nation on their border and not 
one that will develop into a power to attack them again. He continued 
that, as between Pussia and the United States and any conflict which 
might arise between them, bis sympathtes wou'd be with the United 
States, He stated, however, that this did not mean that he agreed 
with everyone who might have been elected to positions in government. 


Regarding the Communist Party, Mr, SIMPSON stated that he 
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belteved that it wes split too badly to be effective and he was 
no longer interested in it. 


At 2:35 p.m. the interview was termineted. Mr, SIMPSON 
shook hands with the Agents and invited them back to talk to him 
at any time. He was thanked for having talked to the Agents and 
the Agents departed immetintely. 
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iS : 

; 1 - Mr. Higgins 
1 - Mr. Pettit 

Assistant Attorney General 

J. Walter Yeagley September 1, 1961 


Director,: FBI 


EMERGENCY DETENTION PROGRAM 


© 
The name of Lawrence B. Simpson, subject of 
FBI file 100-81544, was approved for inclusion in 
the Securely tntet by Department memorandum dated 
Octeber 8, 1956, 


Simpson's name was included in the Security 

Index based on evidence developed regarding his 
activities in the Communist Party. Continued 
investigation of: Simpson has failed to develop 
evidence of participation in the affairs of the 
Communist Party during recent years. The results 
of all investigation conducted of Simpson have 
ia been furnished to the Records Administration 

ce, 


- It is requested that the results of the 
investigation of Simpson be reviewed at this time with 
a view toward determining whether his name should 
continue to be listed in the Security Index. 


- 100-398030 


1.- Seattle (100-1313) 
NOTE SAC, SEATTLE: — 


Reurlet dated 8-18-61. Pending receipt of a 
reply from the ied dah baile Simpson's name will continue 
to be listed in the Security Index. 

[00 -E1+ SYA - 


(I) - 100-81544 (Simpson) | Or RECORDED 


: We have followed the practice 46 gredue sieing the 
Tepavtesnc's opinion prior to cancellation of Security 
Index (SI) cards in those cases 1n which. the—subsoet Ss 
name has been approved by the Department for inclusion 
in the SI. Letter classified "Secret" as pertains to 
SI and Emergency Detention Program, compone a 
‘which are so classified by the Depé 
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Form No. ‘pbb ‘ s 
’ (Ea. 2-661) : 
UNITED STATES GOVERNMENT 
“SECRET 


Memorandum. 


TO Director, Federal Bureau of Investigation DATESeptember 13 1961 
Security Index card cancelled e 


ET FROM : J. Walter Yeagley 
Assistant Attorney Genstele Internal Security Division 


EMERGENCY ‘DETENTION PROGRAM: O 


Res Lawrénge B, Simpson 
Fi myers “a honeise4 
Cao — 100-39 6OPO 


SUBJECT: - 


Reports of investigation of the above have been reviewed 


[] as requested by youon September 1, 1961 Pa 


It has been determined that subject's name should be 


[ 7 retained on security index; [=] removed from security 


index, 
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: 1 - Mr. Higgins “sa,4 34 
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SAC, Seattle (100-1313) September 15, 1961 
i Pe ., REC- 32 
eee Director, FBI (100-81544) -— y% 
| : Security Index card cancelled ‘ 
v GIS /bT a 
LAWRENCE B. SIMPSON. | / V: an 
SECURITY MATTER - C i! 
| 
Repulet to the Department dated 9-1-61 My | 
captioned "Emergenc Detention Program," a copy ob 
of which was furnished your office. He 
By letter dated 9-13-61 the Department ; wi 
advised that subject's name should be renoved peo 
from the Security Index, This action has been ae 
taken at the Bureau and similar action should be LO 
: taken with respect to the card maintained in your TN 
et office. Xv 
1 - 100-398030 (EDP) - 
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